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DRIERS & ACCUMULATORS 


Identification and Basic Types 


Highgate Automotive Air Conditioning Catalogue 


BASIC TYPES: ACCUMULATORS 


AON SPLASH SPLASH 
SHIELD 


SHIELD 


ns Ср m OUTLET 
S ) 


z 

m 
(Im 
“ 
p 


( ) ( S 
FILTER PADS : 
AND S S 
BUE DESICCANT S ү) 
REFRIGERANT T Ac _ 
RESERVOIR LIQUID 
OUTLET DESICCANT REFRIGERANT 
Typical Accumulators BAGS RESERVOIR 


ACCUMULATORS ARE USED IN ORIFICE TUBE SYSTEMS. THEY ARE USUALLY MUCH LARGER THAN RECEIVER-DRIERS, 
AS THEY ACT AS A CATCHMENT RESERVOIR TO ENSURE THAT NO LIQUID REFRIGERANT REACHES THE 
COMPRESSOR. ACCUMULATORS ARE INSTALLED BETWEEN THE EVAPORATOR AND THE COMPRESSOR. 


GENERALLY, ACCUMULATORS ARE NOT FULL FLOW FILTERS. SOME SIMPLY HAVE DESICCANT BAGS. 
CORRECT INSTALLATION IS CRITICAL TO ENSURE THAT LIQUID REFRIGERANT DOES NOT ENTER THE COMPRESSOR. 


BASIC TYPES: DRIERS 


Ш O HI OUTLET «ТЫГЕ INLET 
ae 23 |К Se, ës 
d LIGUID FLOW | 
«CX << ( 
FILTER AND LIQUID PICK-UP 
FILTER PADS DESICCANT TUBE WITH 
DESICCANT N SCREEN 
LIQUID LIQUID INLET as: ó OUTLET 
PICK-UP TUBE | REFRIGERANT 16 J LIQUID 
| RESERVOIR pron REFRIGERANT 
A aa RESERVOIR 
Typical Upright Receiver-Drier Typical In-Line Receiver-Drier 


RECEIVER DRIERS ARE USED IN STANDARD THERMOSTATIC EXPANSION VALVE (TX VALVE) SYSTEMS AND 
ARE SITUATED BETWEEN THE CONDENSER AND THE TX VALVE AT THE EVAPORATOR. 


NOTE THAT ALL UPRIGHT AND SOME IN-LINE TYPE RECEIVER-DRIERS HAVE LIQUID PICK-UP TUBES. 
SOME IN-LINE DRIERS DO NOT HAVE PICK-UP TUBES AND ARE DESIGNED TO BE MOUNTED VERTICALLY. 
CORRECT INSTALLATION TO ENSURE LIQUID REFRIGERANT FLOW TO THE TX VALVE IS CRITICAL. 


CORRECT FLOW DIRECTION AND MOUNTING POSITION ARE ESSENTIAL ON ALL DRIERS; CHECK BEFORE INSTALLATION. 


BASIC TYPES: LIQUID RECEIVERS 


OUTLET 
No.6 MIOR 


Typical Liquid Receiver 


(DR-33101 ILLUSTRATED ) 


M10 x 1.5 
MOUNTING STUD 
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DRIER MEASUREMENT 


Receiver Driers are measured by overall height and the diameter of the barrel. 


HEIGHT 
The height of a drier is the overall height, including any connections, switch 
ports, access ports, and any other fittings, but does not include mounting 
brackets. 


height 


>| diameter | «— 


DIAMETER 
The diameter is the diameter of the barrel, or reservoir. itself. It is not taken at 
the end caps or welds, and does not include any brackets or fittings. 


A diameter = 
In the case of a "stepped" barrel, the measurement is taken at the larger 


Examples of Drier Measurement | diameter. 


pa = | IO TEE] = 


Se 


MALE FLARE FITTING (MF) MALE INSERT O-RING FITTING (MIOR) FEMALE O-RING FITTING (FOR). 
CONNECTS TO FEMALE FLARE CONNECTS TO FEMALE O-RING CONNECTS TO MALE O-RING FITTING 
FITTING (FF). FITTING (FOR). (MOR), NOT TO MIOR LIKE A NORMAL 


FEMALE O-RING HOSE FITTING. 


CONNECTS TO MALE CONNECTS TO FEMALE 
SPRINGLOCK FITTING (MS) SPRINGLOCK FITTING (FS) 


x FEMALE SPRINGLOCK FITTING (FS) | [[ | р MALE SPRINGLOCK FITTING (MS) 


IDENTIFICATION: PLUGS, PORTS & VALVES 


TU [T] [Il] 
| 


STANDARD SWITCH PORT MALE SWITCH INSTALLED TYPICAL SWITCH PORT IN MALE SWITCH 
IN BLOCK FOR MALE SWITCH. IN BLOCK. BARREL FOR MALE SWITCH. INSTALLED IN BARREL. 


nha Г 


DESCH é ces TIE 
à / TYPICAL 1/4" MF ACCESS VALVES typica, MHC HU 
?/ (ALSO KNOWN AS DILL VALVES ) FEMALE SWITCH FUSE PLUG N / 
USED FOR FEMALE SWITCHES AND AS ` INSTALLED ON A DILL VALVE. SOME MANUFACTURERS ARE DELETING 
SEET FUSE PLUGS FROM THEIR PRODUCTS. 


TYPICAL PAD TYPE DRIERS. 

SOME PAD DRIERS INCLUDE o0, 

PROVISION FOR SWITCHES 
AND ACCESS PORTS. 


Drier Mounting Brackets 


Universal Drier Mounting Brackets 


- ШУ Өй TYPICAL 
UH o= Ss | HIGH PRESSURE 
\е 2 RELIEF VALVE. 


DB-45648 
FIXED BRACKET, BLACK, 
POWDER COATED. 


DB-45636 2 MOUNTING HOLES. DB-45660 
FIXED BRACKET. FITS STANDARD 'U' - BRACKET. 
2.5" (62mm) dia. DRIERS 2 MOUNTING HOLES, 


2 MOUNTING HOLES, 
FITS STANDARD 
2.5" (62 mm) dia. DRIERS 


FITS STANDARD 
3" (75 mm) dia. DRIERS 
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Application List by Vehicle Make / Model 


VEHICLE MODEL / CODE YEAR PARTNo. PAGE ТҮРЕ OTHER / ОЕМ REFERENCE 

ALFA - РОМЕО 

33 1983 - 1986 DR-65050 202 

164 DR-65170 203 

SOME DR-65185 203 WITH ACCESS PORT 
ALLIS CHALMERS 

TRACTOR SOME DR-71730 220 WITH O-RING FITTINGS 
TRACTOR SOME DR-71285 220 WITH O-RING FITTINGS 
TRACTOR SOME DR-55455 201 WITH FLARE FITTINGS 
AUDI 

A3 DR-70309 206 PAD FITTINGS 

80, A4, A6 2000, 2600, 2800 DR-70807 218 Б1З4а OE: 8A0820191AB 

80, 100 1984 - 1993 DR-70817 219 R12 OE:8A0820193A 

100, 200 SOME DR-65200 203 WITH DILL VALVE, 270 DEG 
100, 200 SOME DR-65210 203 WITH DILL VALVE, 180 DEG 
100 CD, 100LS DR-65050 202 

100, QUATTRO 2800 1994 - on DR-70808 218 OE: 4A0820191AB 

4000 DR-65050 202 

FOX DR-65050 202 

320i 1981 - 1983 DR-55394 201 DISCONTINUED 

3 SERIES EARLY DR-70565 215 

3 SERIES DR-70600 216 N-DENSO 6P COMPRESSOR 
3 SERIES E21, E30 DR-70547 214 3 MOUNTING BRKTS 

3 SERIES E36 04/91 - on DR-70275 204 

3 SERIES E36 1997 - on DR-70268 204 R134a PAD 64538375754 

3 SERIES E46 09/98 - on DR-70314 207 R134a PAD 

5 SERIES 1975 - 1976 DR-55392 201 

5 SERIES 1976 - 1982 DR-55485 201 

5 SERIES 1982 - 1987 DR-70544 214 

5 SERIES E34 02/89 - on DR-70334 208 R12 

5 SERIES E39 1997 - on DR-70376 209 OE: 8 372 985 

5 SERIES E39 1998 - on DR-70335 208 

5 SERIES E39 1998 - on DR-70337 208 CAPTIVE O-RING; OE:8375760 
5 SERIES E39 12/00 - on DR-70314 207 R134a PAD 

6 SERIES 1975 - 1976 DR-55392 201 

6 SERIES 1976 - 1982 DR-55485 201 

6 SERIES 1982 - 1987 DR-70544 214 

7 SERIES 1978 - 1987 DR-70541 214 BOSCH COMPRESSOR 

7 SERIES 02/89 - on DR-70334 208 R12 

7 SERIES E38 740,750 11/94 - on DR-70336 208 R134a 

8 SERIES E31 840 1994 - on DR-70336 208 R134a 

CAB AIRE 

SOME WITH FLARE FITTINGS DR-15227 200 OE: 320005 

SOME WITH O-RING FITTINGS ОВ-15504 200 ОЕ: 320012 

SOME WITH. O-RING FITTINGS DR-70531 213 OE: 320011 

CASE 

AGRICULTURAL DR-71285 220 OE:A76312 
AGRICULTURAL DR-64700 202 OE:1434692C, 1990758C2 
AGRICULTURAL SOME DR-71730 220 WITH O-RING FITTINGS 
AGRICULTURAL SOME DR-70533 213 WITH O-RING FITTINGS 

CATERPILLAR 

320, 325 EXCAVATOR DR-70395 210 OE: 124-4055-X-00 
VARIOUS DR-75466 222 OE: IP6541 

VARIOUS DR-55920 202 OE: 6P1309 

VARIOUS DR-70531 213 OE: 9D6888 

VARIOUS MIOR FITTINGS DR-70774 217 OE: 5V5698 

LATE inc. 9356 DR-65350 204 OE: 101-8789-00, ACCUMULATOR 
LATE (SOME) DR-65185 203 

LATE DR-77847 222 QUICK - CONNECT; OE: 106-5533 
LATE DR-78142 222 QUICK - CONNECT: OE: 3E3535 

CHRYSLER 

JEEP CHEROKEE 1994 - 07/97  DR-70515 212 OE: 55036112 

JEEP GRAND CHEROKEE ZG 1996 - on DR-70449 211 

NEON 07/96 - 03/01 DR-65162 202 

VALIANT VG, VM DR-71285 220 

VOYAGER GS 02/97 - 04/01  DR-70327 208 
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VEHICLE 


Drier Application List 


Application List by Vehicle Make / Model 


MODEL / CODE 


CITROEN 


BERLINGO 08/99 

BX 

XANTIA SOME 

XANTIA SOME 

XM 1991 

SOME LATE , SCREW-ON, PAD 
COOLTEMP 

COOLTEMP OE SYSTEMS 


DAEWOO 


CIELO 

CIELO, ESPERO 
ESPERO 

SOME 

LANOS 
LEGANZA 
MATIZ 

MUSSO 
NUBIRA 
NUBIRA 


TACUMA 


1.5i TO 
FITTINGS AT 909 
FITTINGS AT 1359 
FITTINGS AT 1359 


DAIHATSU 


APPLAUSE 
APPLAUSE 
APPLAUSE 


CHARADE 
CHARADE 
CHARADE 
CUORE 


DELTA 
DELTA 


FEROZA 
FEROZA 


HANDIVAN 
HANDIVAN 


MIRA 
MIRA 
MOVE 


PYZAR 
ROCKY 
ROCKY 
SIRION 


TERIOS 
TERIOS 


L700S 


LV60 
L701 


L601 


DEUTZ 


DX120, DX450 
DX160, DX161 


WITH GASON CAB 


FIAT 


CROMA 
TRACTOR 


SOME 


FORD 


AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 
AGRICULTURAL 


some 
some 

some 

some 

late R12, early R134a 
HARVESTER (some) 
5610, 6610, 6710 
6610 (some ) 


YEAR 


on 


on 


12/94 
on 
on 
on 
03/03 
on 
06/02 
12/02 
11/99 
on 


on 


02/94 
08/97 
05/00 
1987 
01/93 
06/00 
on 
1994 
on 
12/93 
01/99 
1990 
04/02 


04/95 
01/99 
07/00 
07/93 
01/99 
on 


10/99 
on 


PART No. 


DR-70487 
DR-70815 
DR-70511 
DR-70513 
DR-70793 
DR-70399 


DR-70282 


DR-65192 
DR-65193 
DR-65197 
DR-65197 


DR-70287 
DR-70288 


DR-70266 
DR-70291 


DR-70288 
DR-70294 


DR-70294 


DR-70300 
DR-70340 
DR-80100 


DR-70757 
DR-70300 
DR-70340 
DR-80100 


DR-70757 
DR-70340 


DR-70300 
DR-70340 


DR-70757 
DR-80100 


DR-70300 
DR-70340 
DR-70340 


DR-70340 
DR-70757 
DR-70340 
DR-80100 


DR-70340 
DR-80100 


DR-70798 
DR-55365 


DR-65170 
DR-65185 


DR-70532 
DR-56550 
DR-71285 
DR-70850 
DR-70425 
DR-70774 
DR-64985 
DR-70564 


PAGE TYPE 
212 
219 
212 
212 
218 
210 
205 
203 R12 
203  R134a 
203 
203 
205 
205 
204 
205 
205 
205 
205 
206 R12 
208 R134a 
222  R134a 
200 R12 
206 R12 
208 R134a 
222  R134a 
200 R12 
208 — R134a 
206 R12 
208 — R134a 
200 R12 
222  R134a 
206 R12 
208 — R134a 
208 — R134a 
208 — R134a 
200 R12 
208 — R134a 
222  R134a 
208 — R134a 
222  R134a 
218 
201 
203 
203 
213 
202 
220 
220 
211 
217 
202 
215 


OTHER / OEM REFERENCE 


LATE, SCREW-ON, 40mm DIA. 


WITH PAD DRIER 


OE: 1132655, 1132057 
OE: 1132696 
OE: 1132696 


OE: 96512886 


OE: 613166 


WITH R12 SYSTEM 
REPLACEMENT DESICCANT BAG 


WITH R12 SYSTEM 


REPLACEMENT DESICCANT BAG 
WITH R12 SYSTEM 


WITH R12 SYSTEM 


REPLACEMENT DESICCANT BAG 
WITH R12 SYSTEM 


REPLACEMENT DESICCANT BAG 


REPLACEMENT DESICCANT BAG 


FLARE FITTINGS 


OE: 78DA19959A; 801134 
WITH SPRINGLOCK FITTINGS 


OE: 83960929 
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Application List by Vehicle Make / Model 


VEHICLE MODEL / CODE YEAR PART No. PAGE ТҮРЕ OTHER / OEM REFERENCE 
FORD 

AGRICULTURAL some, inc. 7310, 7710, 8210 DR-70564 215 OE: 83960929 

AGRICULTURAL 7710, 8040, 8410 DR-55365 201 WITH GASON CAB 

AGRICULTURAL inc. TR85, TR95 DR-71730 220 

AGRICULTURAL TS100, 8560 DR-71844 221 

AGRICULTURAL TW10, TW35 DR-64985 202 

AGRICULTURAL TW20, TW25, some others DR-70500 212 OE: D6NN19N644B 

CAPRI SA-SC 1989 - 07/93 DR-70300 206 R12 

CAPRI SE 08/93 - 07/94 DR-70324 207  R134a 

CORSAIR UA 11/89 - 12/92 DR-15505 200 

COURIER TO - 1994 DR-15504 200 R12 

COURIER PAD 1994 - on DR-70340 208 R134a WITH N-DENSO COMPRESSOR 

COURIER #5 FITTINGS 1994 - on DR-70756 200 R134a WITH SANDEN COMPRESSOR 
ECONOVAN 1989 - 1994 DR-15504 200 

EXPLORER WITH ACCUMULATOR 10/96 - 10/01 DR-70412 210 

FALCON XA - XB DR-55990 202 FLARE FITITNGS 

FALCON XC DR-70838 219 

FALCON XD AND ZJ FAIRLANE TO - 04/81 DR-70850 220 

FALCON XD - XE 04/81 - 09/83 DR-70975 220 YORK COMPRESSOR 

FALCON XE AND ZK FAIRLANE 10/83 - on DR-70986 220 SANDEN COMPRESSOR 
FALCON XF AND ZL FAIRLANE DR-71804 221 

FALCON XG UTILITY DR-71804 221 

FALCON XH UTILITY DR-71020 220 

FALCON EA, EB, EBII DR-71001 220 FAIRLANE NA, NAII, NCI 
FALCON EDSER 08/93 - 07/96 DR-71020 220 FAIRLANE NCII, NF 

FALCON ER 08/96 - 08/98 DR-71032 220 FAIRLANE NL 

FALCON AU 09/98 - 09/02 DR-70420 211 FAIRLANE AU ACCUMULATOR 
FALCON BA 6cyl AND V8 09/02 - on DR-70414 210 FSL ACCUMULATOR 

FESTIVA WA TO - 03/94 DR-70305 206 R12 PAD 

FESTIVA WB (some) 02/95 - 12/96 DR-70756 200 R134a AIR INTERNATIONAL SYSTEM 
FESTIVA WB, WD, WF 04/94 - 12/00 DR-70291 205 R134a PAD DRIER, IMPORTED AIR 
FOCUS LR 09/02 - on DR-67500 204 OE: XS4H19E647AH 

KA 2000 - on DR-67227 204 OE: 97KW19E647AR 

LASER KA, KB, KC, KE DR-70565 215 ALUMINIUM 

LASER KA, KB, KC, KE DR-70757 200 STEEL 

LASER KF, KH 03/90 - 10/93 DR-70320 207 R12 PAD 

LASER KH SOME WITH R134a DR-70305 206 R134a 

LASER KH 11/93 - 05/94 DR-70324 207 R134a 

LASER KJ 10/94 - 12/96 DR-70316 207 

LASER KJ-Il, KI) 12/96 - 02/99 DR-70284 205 PAD DRIER WITH WELDED BRKT 
LASER KN, KQ 03/99 - on DR-70316 207 4-DOOR & 5-DOOR 

MAVERICK DRIER LENGTH 200mm DR-15505 200 IMPERIAL THREADS ON DRIER 
MAVERICK DRIER LENGTH 275mm DR-72220 221 M16-M20 THREADS ON DRIER 
MONDEO HA, HB 1995 - 11/96 DR-70400 210 

MONDEO HC, HD 12/96 - 02/00 DR-70402 210 

MONDEO HE V6 2000 - ON DR-70416 210 

TAURUS DN, DP 03/96 - 12/98 DR-70415 210 R134a FSL-MSL, WITH PIPE 

TELSTAR AR, AS DR-70565 215 ALUMINIUM N-DENSO 

TELSTAR AR, AS DR-70757 200 STEEL N-DENSO 

TELSTAR AS, AT TO - 1990 DR-70546 214 D-KIKI COMP., M16 - M16 THREADS 

TELSTAR AT 1987 - 1990  DR-70565 215 N-DENSO COMP., #5 - #5 THREADS 

TELSTAR AV 01/90 - 01/92 DR-70324 207 R12 PAD 

TELSTAR AX 01/92 - 05/93 DR-70305 206 R12 PAD 

TELSTAR AX 05/93 - 08/94 DR-70316 207 R134a PAD 

TELSTAR AY 08/94 - 11/96 DR-70324 207 R134a PAD 

TRANSIT ACCUMULATOR 01/96 - 11/00 DR-70417 211 OE: 95VW-19E647-AC 

TRUCK LOUISVILLE (some early) DR-71285 220 

TRUCK LOUISVILLE late models DR-70778 217 ACCUMULATOR, MIOR FITTINGS 

TRUCK SOME DR-70850 220 OE:78DA19959A; 801134 

TRUCK AEROMAX L-SERIES, 1994 - on DR-70778 217 R134a ACCUMULATOR, MIOR FITTINGS 
FREIGHTLINER 

SOME FLC112 DR-70786 217 R12 11mm service ports, (blue label) 

SOME most, including FL80, FL110 DR-70787 217  R134a 10mm service ports, (green label) 
GASON 

TRACTOR CABS DR-55365 201 
GLEANER 

HARVESTER SOME DR-71730 220 
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VEHICLE 


Drier Application List 


Application List by Vehicle Make / Model 


MODEL / CODE 


YEAR 


GM (HOLDEN) 


APOLLO 
APOLLO 
ASTRA 
ASTRA 
ASTRA 
ASTRA 
BARINA 
BARINA 
BARINA 
BARINA 
BARINA 
BARINA 
CALIBRA 
CALIBRA 
CAMIRA 


COMBO 
COMBO 


COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 


HOLDEN 
HOLDEN 


GEMINI 


JACKAROO 
JACKAROO 
JACKAROO 
NOVA 
NOVA 
RODEO 
RODEO 
RODEO 
RODEO 


VECTRA 
ZAFIRA 


JK, JL 
JM, JP 


LB, LC, LD 


JB, JD, JE 


SB 
XC 


VB, VC 
VC, VH, VK, VL 
VN, VP, VQ, VG 
VR, VS 
VT, VX, VU, WH 
VY, WK 


HQ, HJ, HX, HZ 
WB 


ШЕПЕЛЕВ 


EE 
U8 


PESE 
LF, LG 


SOME 


HINO 


HINO 
HINO 


SOME 
SOME 


HITACHI 


HITACHI 
HITACHI 


EX120,150,200,300 


HONDA 


ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 
ACCORD 


CIVIC 
CIVIC 
CIVIC 
CIVIC 
CIVIC 
CIVIC 
CIVIC, CRV 


2000, 2600, 2800 


03/93 
05/97 
07/89 
09/98 
12/01 
on 
05/94 
05/94 
01/89 
on 
02/01 
on 
1994 
07/98 


09/02 
on 


07/93 
08/97 
10/02 
on 


1992 
1998 
on 


1994 
1994 
on 
on 


08/99 
on 


1981 


1982 
1983 
1986 
1986 
10/93 
12/97 
02/01 


1983 
1987 
1991 
09/91 
10/93 
09/95 
12/00 


PART No. 


DR-70300 
DR-70340 


DR-15505 
DR-70372 
DR-70276 
DR-80063 


DR-70300 
DR-15504 
DR-70600 
DR-70324 
DR-70380 
DR-70306 


DR-65244 
DR-70380 
DR-70763 


DR-70324 
DR-70306 


DR-71850 
DR-15505 
DR-71836 
DR-70756 
DR-70742 
DR-70743 


DR-70250 
DR-65350 


DR-15504 


DR-15227 
DR-70756 
DR-70340 


DR-70300 
DR-70340 


DR-15227 
DR-15504 
DR-70756 
DR-70289 


DR-70321 
DR-70276 


DR-70566 
DR-70341 


DR-71873 
DR-70387 


DR-15227 
DR-70805 
DR-70813 
DR-71960 
DR-70565 
DR-15504 
DR-70300 
DR-70340 
DR-70308 
DR-70554 
DR-70264 


DR-65190 
DR-70568 
DR-15504 
DR-70318 
DR-70313 
DR-70317 
DR-70308 


PAGE 


206 
208 


200 
209 
204 
222 


206 
200 
216 
207 
209 
206 


204 
209 
217 


207 
206 


221 
200 
221 
200 
216 
216 


204 
204 


200 


200 
200 
208 


206 
208 


200 
200 
200 
205 


207 
204 


215 
209 


221 
209 


200 
218 
219 
221 
215 
200 
206 
208 
206 
215 
204 


203 
215 
200 
207 
206 
207 
206 


TYPE 


R12 
R134a 


R12 
R134a 


R12 
R12 


R134a 


R12 
R134a 


R12 
R134a 


R12 

R134a 
R134a 
R134a 


R12 
R12 
R134a 
R134a 


OTHER / OEM REFERENCE 


PAD 

WITH DESICCANT BAG 

N-DENSO COMPRESSOR 
SANDEN COMPRESSOR 


AIR INT. SYSTEM 
EUROPEAN SYSTEM 
OE: 09167515 
ACCUMULATOR 
SIDE PAD DRIER 


DELCO COMPRESSOR 
SANDEN COMPRESSOR 


ACCUMULATOR 


THREADED 
PAD 


SANDEN TR90 
AIR INT. SYSTEM 
OE: 61388959 


MOISTURE IND. & S/GLASS 
PAD TYPE 


KEIHIN COMPRESSOR 


No.5 O-RING 
No.6 O-RING 
PAD 
PAD 


CAPTIVE O-RING M16 FITTINGS 
SHORT PAD DRIER 


KEIHIN COMPRESSOR 
No.6 O-RING 

PAD 

PAD 

PAD 

PAD 
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VEHICLE MODEL / CODE YEAR PART No. PAGE TYPE OTHER / OEM REFERENCE 


HONDA cont'd. 


CRX 08/94 - 09/98  DR-70317 207  R134a PAD 

CONCERTO 03/89 - 01/93  DR-70318 207 R12 PAD 

INTEGRA SOME (EARLY) DR-15504 200 

INTEGRA 03/89 - 08/91  DR-70318 207 R12 

INTEGRA 09/91 - 07/93  DR-70313 206 R12 PAD 

INTEGRA 07/93 - 1999  DR-70317 207  R134a 

LEGEND EARLY TO - 1990 DR-70600 216 R12 90 DEG. No.5 MIOR 
LEGEND 1990 - 1993  DR-70300 206 R12 PAD 

ODYSSEY 06/95 - on DR-70554 215 CAPTIVE O-RING, M16 FITTINGS 
ODYSSEY DR-70340 208 PAD 

PRELUDE 1979 - 1982  DR-70570 215 

PRELUDE 1983 - 1986 DR-71960 221 

PRELUDE 1987 - 1991 DR-15504 200 

PRELUDE 1993 - on DR-70565 215 

VITESSE 1986 - 1987 DR-70600 216 

HYUNDAI 

ACCENT 06/00 - on DR-80100 222 REPLACEMENT DESICCANT BAG 
ACCENT (suits aftermarket condenser only) 06/00 - on DR-70398 210 REPLACEABLE PAD DRIER 
EXCEL 1986 - 12/89  DR-15504 200 

EXCEL 01/90 - 04/93  DR-70460 211 R12 ACCUMULATOR 

EXCEL 04/93 - 11/94 DR-70311 206 R134a PAD, ACCUMULATOR 
EXCEL 11/94 - 06/00 DR-70338 208 R134a PAD, DRIER 

LANTRA 05/91 - 1994 DR-70742 216 SPECIAL #5 FITTINGS 
LANTRA 1994 - on DR-70307 206 OE: 05-50367 

S COUPE 07/90 - 1993 DR-70460 211 R12 ACCUMULATOR 

S COUPE 1993 - on DR-70311 206 R134a ACCUMULATOR 
SONATA V6 1990 - 1991 DR-70440 211 R12 

SONATA V6 1992 - 1993 DR-70468 211 

SONATA 4 CYL 03/89 - 1993  DR-70451 211 R12 

SONATA 2000 DOHC 1994 - 08/98  DR-70384 209  R134a 

SONATA and  GRANDEUR 08/98 - 04/00 DR-70516 212 OE: 97801-38000 
INTERNATIONAL 

AGRICULTURAL 3700, 4700 DR-72386 221 

AGRICULTURAL SOME DR-70533 213 OE: 118304-C1 
AGRICULTURAL SOME (with flare drier) DR-55300 201 OE: 111218-C1, 175254-C1, 572832R91 
AGRICULTURAL SOME DR-64700 202 OE: 143469-C2 
AGRICULTURAL SOME DR-71285 220 OE: A76312 

TRUCK ACCO DR-15505 200 OE: 3265894R1 

TRUCK SOME DR-65100 202 OE: 454613-C1, 593117-C1 
TRUCK SOME, including S-LINE 1994 - 1997 DR-71225 220 OE: 200021-C1, 45614E 
TRUCK S-LINE, T-LINE DR-70829 219 

TRUCK S-LINE, LATE DR-71730 220 

ISEKI 

SOME DR-15227 200 R12 

TRACTOR SX550, SOME OTHERS DR-70324 207  R134a  503712-2680 


( inc. TA545, TA550) 


IVECO 


POWERSTAR DR-71225 220 
TRUCK LATE DR-71730 220 
JAGUAR 
XJ6 DR-65005 202 BOTTLE TYPE DRIER 
XJ6, XJ12, XJS DR-75466 222 TUBE TYPE DRIER, O-RING 
XJ6, XJ12, XJS WITH FLARE FITTINGS DR-75466 222 USE DR-75466 WITH 2 pcs HA-45666 
XJ40 DR-70480 212 
XJS, SOVEREIGN (ALSO DAIMLER) 1993 - 1997 DR-75528 222 METRIC 16mm FITTINGS 
JOHN DEERE 
TRACTOR IN-LINE DRIER DR-70620 216 OE: AR74486, RE49169 
TRACTOR MOISTURE IND, S/GLASS DR-71873 221 OE: AT162848 
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KENWORTH 

TRUCK SOME 

TRUCK SOME 

TRUCK SOME 

TRUCK SOME 

TRUCK LATE 

KIA 

CARNIVAL 07/99 - 12/01 
CARNIVAL 12/01 - on 
CREDOS 04/98 - on 
MENTOR 1999 - on 
SPORTAGE 12/96 - on 


KOMATSU 


SOME 


KUBOTA 


SOME 


KYSOR 


ROOFTOP 
ROOFTOP 
ROOFTOP 
ROOFTOP 
ROOFTOP 


MACK 


SOME 
ULTRALINER 


EARLY 


MARK IV 


ROOFTOP 
ROOFTOP 


SUPERFLEET 
FIELDSTAR 


MASSEY FERGUSON 


TRACTOR 
TRACTOR 
TRACTOR 
TRACTOR 
TRACTOR 


SOME 


INCL. 4225, 4235, 4240 


MAZDA 


121 
121 
121 
121 
121, METRO 
121 (SOME) 


323 


323, PROTÉGÉ 
323, PROTÉGÉ 
323, PROTÉGÉ 


COOLTEMP SYSTEM 
COOLTEMP SYSTEM 


03/87 11/90 
03/87 11/90 
11/90 01/94 
01/94 10/96 
1994 on 
1980 08/89 
1980 08/89 
1990 11/93 
11/93 07/94 
07/94 03/96 
03/96 08/99 
09/99 - on 


OTHER / OEM REFERENCE 


OE: K251-521, K251-563 (green label) 


OE: K251-571 (blue label) 


PAD DRIER 
PAD DRIER 
PAD DRIER 
PAD DRIER 
METRIC FTGS; OE: DWK-03A61500 


OE: 402000 


OE: 402505, 402496 
OE: 402527 
OE: 402529, 402562 


OE: 20507 
OE: 21051 Requires DRA-80424 adaptor 


OE: 3395-582M1 

OE: 0170473 

OE: 3397-451M1, 3763-351M1 
OE: 3383-321M3 


ALUMINIUM 
OPTIONAL STEEL 
PAD 


PAD DRIER 


ALUMINIUM 
OPTIONAL STEEL 
PAD 


PAD DRIER, WELDED BRACKET 


NOTE: IF MOUNTING BRACKET IS REQUIRED WHEN FITTING DR-70316 TO MAZDA 323, USE DR-70284 
07/83 - 10/87 


GC, GD 


07/83 
1985 
1989 

09/91 

09/94 
1996 

07/97 


10/87 
1990 

09/91 
08/94 
06/97 
09/97 
12/99 


PARTNo. PAGE TYPE 
DR-71285 220 
DR-70829 219 
DR-71730 220 
DR-72340 221 
DR-71221 220 
DR-70307 206 
DR-70338 208 
DR-70307 206 
DR-70307 206 
DR-70780 217 
DR-70341 209  R134a 
DR-70341 209  R134a 
DR-55455 201 
DR-65100 202 
DR-70531 213 
DR-70553 215 
DR-71285 220 
DR-70829 219 
DR-71841 221 
DR-55265 201 
DR-15227 200 
DR-55300 201 
DR-55365 201 
DR-65185 203 
DR-71285 220 
DR-72386 221 
DR-70565 215 R12 
DR-70757 200 R12 
DR-70278 205 R12 
DR-70316 207 R134a 
DR-15504 200  R134a 
DR-70282 205 R134a 
DR-70565 215 R12 
DR-70757 200 R12 
DR-70320 207 R12 
DR-70324 207  R134a 
DR-70316 207 R134a 
DR-70284 205 R134a 
DR-70316 207 R134a 
DR-70565 215 R12 
DR-70757 200 R12 
DR-70546 214 R12 
DR-70324 207 R12 
DR-70305 206 R12 
DR-70316 207 R134a 
DR-70475 212  R134a 
DR-70282 205 R134a 


ALUMINIUM, N-DENSO 

OPTIONAL STEEL 

D-KIKI COMP, METRIC DRIER 

PAD 

PAD 

PAD 

METRIC, BOTTLE TYPE, THREADED 
PAD, AUSTRALIAN AIR 


© 
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MAZDA cont'd. 

929 1981 - 1987  DR-15504 200 R12 

929 1982 - 1984  DR-70565 215 R12 N-DENSO 

929 1985 - 1990  DR-70546 214 R12 D-KIKI COMP., METRIC DRIER 
929 1989 - 06/91 DR-70324 207 R12 PAD 

929 07/91 - 01/94 DR-70305 206 R12 PAD 

929 01/94 - 03/96 DR-70316 207 R134a PAD 

ASTINA 08/89 - 1994 DR-70320 207 R12 PAD 

ASTINA 1994 - 12/96 DR-70284 205 R134a PAD WITH WELDED BRACKET 
ASTINA 1997 - on DR-70316 207 R134a PAD 

B2500, B2600 UTILITY TO - 1994 DR-15504 200 R12 MIOR N-DENSO COMPRESSOR 
B2500, B2600 UTILITY 1994 - on DR-70340 208 R134a PAD N-DENSO COMPRESSOR 
B2500, B2600 UTILITY 1994 - on DR-70756 200 R134a MIOR SANDEN COMPRESSOR 
B2500, B2600 UTILITY 2004 - on DR-70282 205 R134a PAD 

EUNOS 30X 1992 - 1994 DR-70278 205 R12 

EUNOS 30X 1994 - 10/97 DR-70316 207 R134a PAD 

EUNOS 500 06/96 - 09/99 DR-70291 205 R134a PAD 

EUNOS 800M 08/96 - on DR-70548 214  R134a MIOR ОЕ: 150117001 

MX5 08/89 - 06/93 DR-70300 206 R12 PAD | N- DENSO COMPRESSOR 
MX5 1991 - 1994  DR-70305 206 R12 PAD | PANASONIC COMPRESSOR 
MX5 11/93 - 1997 DR-70340 208 R134a PAD N-DENSO COMPRESSOR 
MX5 AUSTRALIAN AIR 03/98 - on DR-70282 205 R134a PAD 

MX6 EARLY DR-70565 215 R12 MIOR No.5 FITTINGS 

MX6 SOME DR-15504 200 

MX6 11/91 - 09/94 DR-70305 206 R12 AIR INTERNATIONAL SYSTEM 
MX6 09/94 - 1997 DR-70316 207  R134a 

MX6 1995 - on DR-70475 212 R134a MIOR WITH BRACKET 
PROTÉGÉ REFER TO 323 

RX7 1979 - 1991  DR-70565 215 R12 ALUMINIUM 

RX7 1992 - 1993  DR-70300 206 R12 PAD 

MERCEDES 

BUS 1997 - on DR-70514 212 IN-LINE, M20 FITTINGS 

MB100, MB140 11/99 - on DR-70546 214 

W107 O-RING FITTINGS DR-70526 213 PUNCHED BRACKET 

W107 380SL, 450SL FLARE FTGS DR-55475 201 OE: 107.830.09.83 

W107 560SL O-RING FITTINGS DR-70550 214 STUD BRACKET 

W108 DR-55397 201 OE: 108.835.06.83 

W114, W115 DR-55415 201 OE: 114.835.04.71 

W116 DR-55450 201 OE: 116.830.05.83 

W123 DR-70539 213 OE: 123.830.03.83, 123.830.06.83 
W124 DR-70528 213 OE: 124.830.03.83, 124.830.00.83 
W126 DR-70540 213 

W126 SOME V8 DR-70526 213 

W140 DR-65187 203 WITH BRACKET, OE:140-830-01-83 
W140 DR-70771 217 NO BRACKET 

W168 A160, A190 10/98 - on DR-76542 222  R134a 

W201 190E DR-70545 214 OE: 201.830.33.83 

W202 DR-70535 213 

W210 DR-70552 214 OE:210.830.03.83 

TRACTOR FLARE FITTINGS DR-55415 201 

TRUCK DR-15580 200 

TRUCK 1984 - 1988 DR-75224 221 

TRUCK DR-70769 217 1/2" FITTINGS 

COOPER 03/02 - on DR-70394 210 OE: 64506917489 

MGF 1.81 ROADSTER 03/97 - on DR-70310 206 

MITSUBISHI 

3000 GT 09/94 - 03/98 DR-70322 207 R134a PAD 

COLT DR-15227 200 FLARE FITTINGS 

CORDIA DR-15504 200 

EXPRESS SF, SH 1987 - 1994  DR-15227 200 FLARE FITTINGS 

EXPRESS SH 1991 - 09/94 DR-70850 220 DUAL SYSTEM 

EXPRESS SJ, WA 10/94 - on DR-70322 207 

EXPRESS SJ, WA 08/02 - on DR-70325 208 
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MITSUBISHI cont'd. 

FTO DR-70325 208 

GALANT HG, HH DR-15504 200 

GALANT HJ 04/93 - 10/96 DR-70322 207 

LANCER CA, CB, CC HATCH DR-15505 200 R12 

LANCER CC (SOME) DR-70756 200 No.5 MIOR FITTINGS 

LANCER CC (some), CE (all) DR-70322 207  R134a PAD 

LANCER CG SEDAN 07/02 - on DR-70392 209 

L300 refer Express / Starwagon 

MAGNA TM, TN, TP DR-70565 215 R12 ALUMINIUM 

MAGNA TM, TN, TP DR-70757 200 R12 OPTIONAL STEEL 

MAGNA TR DR-70300 206 R12 PAD 

MAGNA Ts DR-70340 208  R134a PAD 

MAGNA We, UP DR-70322 207 R134a PAD 

MAGNA ШЕГИ) 03/99 - on DR-70325 208  R134a 10mm SWITCH PORT 

MIRAGE GE DR-70322 207  R134a PAD 

NIMBUS UA, UB, UC, UF DR-15505 200 R12 

NIMBUS UG 12/98 - on DR-70756 200 R134a 

PAJERO NA, NB, NC, ND, NE DR-15227 200 

PAJERO NF, NH DR-15504 200 

PAJERO NJ, NK, NL 11/93 - 06/00 DR-70340 208  R134a 

PAJERO NM, NP 05/00 - on DR-80100 222 R134a REPLACEMENT DESICCANT BAG 

SIGMA GE ,GH ,GJ, GK DR-15227 200 

SIGMA GN DR-15504 200 

STARWAGON SF, SH 1987 - 09/94 DR-15227 200 FLARE FITTINGS 

STARWAGON SH 1991 - 09/94 DR-70850 220 DUAL SYSTEM 

STARWAGON SJ 10/95 - 06/01 DR-70322 207 

STARWAGON WA 09/94 - on DR-70322 207 

STARWAGON WA 08/02 - on DR-70325 208 

TRITON MH, MJ DR-15227 200 R12 FLARE FITTINGS 

TRITON MJ DR-70756 200 R134a  No.5 O-RING FITTINGS 

TRITON MK 10/96 - on DR-70322 207 R134a PAD 

TRITON MK 08/02 - on DR-70325 208  R134a PAD 

VERADA KR DR-70300 206 R12 PAD 

VERADA KS DR-70340 208  R134a PAD 

VERADA KE, KF DR-70322 207 R134a PAD 

VERADA KH, KJ 03/99 - on DR-70325 208  R134a 10mm SWITCH PORT 
NEW HOLLAND 

SOME DR-55365 201 

SOME DR-56550 202 

SOME inc. 5610, 6610 1981 - 09/85 DR-64985 202 OE: 8393 6849 

SOME inc. 6700, TW10, TW20, TW30 DR-70500 212 OE: 8390 9236 

SOME TR85, TR95, 2450WR, 250WR, 1116WR DR-70532 213 OE: 9827053 

SOME 5510, 5610, 6610, 7710 10/85 - on DR-70564 215 OE: 8396 0929 

SOME DR-70774 217 

SOME DR-71730 220 

SOME 35 ser, Е ser., TL ser., 70 ser., 94 ser. DR-71285 220 OE: 5165615 

6000 Series DR-71844 221 OE: 8200 7131 

TD Series DR-70786 217 MAY REQUIRE DRA-80424 ADAPTOR 

TG Series DR-64700 202 OE: 8698 4155 
NISSAN 

200B DR-55845 202 FLARE, WITH BRACKETS 

200SX 1984 - on DR-70536 213 

200SX 10/94 - 10/96 DR-70324 207 

200SX 10/96 - 11/00 DR-70297 205 

280C 1981 - 1984 DR-71240 220 M16 FITTINGS, WITH BRACKETS 

280ZX DR-70517 212 M16 FITTINGS, WITH BRACKETS 

300ZX DR-70546 214 M16 - M16 FITTINGS 

350Z 233 02/03 - on DR-70396 210 

720 UTE DR-15504 200 R12 

BLUEBIRD 1980 - 1986 DR-15505 200 R12 

BLUEBIRD 10/93 - 04/95 DR-70324 207 PAD 

BLUEBIRD 04/95 - 12/97 DR-70297 205 PAD 

EXA 1983 - 1991  DR-15505 200 R12 

GAZELLE 01/84 - 1989 DR-15227 200 R12 FLARE FITTINGS 

GAZELLE DR-70536 213 R12 D-KIKI COMPRESSOR 

MAXIMA J30 02/90 - 12/92 DR-70323 207 R12 

MAXIMA J30 01/93 - 10/94 DR-70324 207 

MAXIMA A32 02/95 - 1996 DR-70324 207 

MAXIMA 1997 - on DR-70297 205 
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NISSAN cont'd. 
MICRA 05/95 - 12/97 DR-70324 207 
NAVARA 1986 - on DR-15505 200 R12 
NAVARA 1992 - 1994 DR-70536 213 WITH CALSONIC COMPRESSOR 
NAVARA D22 02/97 - 12/01  DR-70297 205 
NAVARA D22 12/01 - on DR-70293 205 
NOMAD 01/84 - 10/2  DR-15504 200 R12 
PATHFINDER V6 11/95 - 08/97  DR-70297 205  R134a 
PATHFINDER V6 08/97 - on DR-70293 205 
PATROL SOME DR-55845 202 WITH BRACKETS 
PATROL Ma, GQ 1980 - 1994  DR-15505 200 AIR INT. SYSTEM 
PATROL GQ 1988 - 1994 DR-72220 221 D-KIKI COMP, M16-M20 DRIER 
PATROL Y60 1995 - 12/97 DR-70324 207 PAD 
PATROL GU 12/97 - on DR-70293 205 
PINTARA 1986 - 1992 DR-15505 200 
PRAIRIE DR-15504 200 R12 
PULSAR N12, N13 DR-15505 200 
PULSAR N14, NX COUPE 11/91 - 09/95  DR-70324 207  R12/R134a 
PULSAR N15 10/95 - 04/96 DR-70324 207  R134a 
PULSAR N15 06/96 - 04/98  DR-70297 205  R134a IMPORTED AIR 
PULSAR N15 04/96 - 03/97 DR-70322 207  R134a AIR INTERNATIONAL SYSTEM 
PULSAR N15 04/98 - 07/00 DR-70293 205  R134a IMPORTED AIR 
PULSAR N16 (COMMON) 07/00 - 02/03  DR-70296 205 CALSONIC SYSTEM 
PULSAR N16 (RARE) 07/00 - 02/03  DR-70295 205 ZEXEL SYSTEM, OUTLET 13mm DEEP 
PULSAR N16 HATCH 11/02 - on DR-70396 210 WITH 40mm DIA. DRIER 
PULSAR N16 03/03 - on DR-70396 210 WITH 40mm DIA. DRIER 
SERENA 10/92 - 11/95 | DR-70324 207 
SILVIA IMPORT (SOME) DR-70324 207 PAD DRIER 
SKYLINE EARLY DR-55845 202 R12 FLARE WITH BRKTS 
SKYLINE MR30 1982 - 1986  DR-70549 214 IMPORT; METRIC M16-M20 FITTINGS 
SKYLINE MR30, MR31 1982 - 1989 DR-15505 200 AIR INTERNATIONAL; D-KIKI COMP. 
SKYLINE R33 (IMPORT) 1993 - 12/08 | DR-70324 207 PAD DRIER. 
TERRANO 1989 - on DR-70536 213 
TERRANO R20 03/97 - on DR-70756 200 
X-TRAIL 09/01 - on DR-70396 210 
PEUGEOT 
205 DR-65185 203 
206 09/99 - on DR-70319 207 PAD OE: 9635717280 
306 XR, XT DR-70551 214 OE: 6455P8 
306 07/97 - 08/99  DR-70487 212 
405 DR-70814 219 OE: 6453Q5 
406 DR-70520 212 MIOR M16 FITTINGS 
505 DR-65185 203 
605 DR-70793 218 
SOME LATE with screw-on drier DR-70399 210 SCREW-ON PAD DRIER, 40mm DIA. 
PORSCHE 
911, 912, 924 DR-75300 221 O-RING (for flare, use 2 x HA-45666) 
928 DR-65180 203 
944 DR-15504 200 
SOME WITH 90 DEG. FITTINGS DR-70601 216 No. 6 O-RING 
PROTON 
PERSONA 11/96 - 11/99 DR-70340 208 
SATRIA 02/97 - 09/99  DR-70340 208 
WIRA 05/95 - 11/96 DR-70340 208 
RED DOT 
CONDENSER R6060 TO - 1983 DR-70531 213 OE: 5-4727-0; 74R2586 
CONDENSER R6060 1983 - on DR-70534 213 OE: 5-4727-1; 74R2596 
CONDENSER R6260 DR-70531 213 OE: 5-4727-0; 74R2586 
CONDENSER R9720, R9725 DR-70825 219 OE: 5-7064-0; 74R0460 
ROOFTOP R6000 TO - 1983 DR-70531 213 OE: 5-3843-0; 74R2556 
ROOFTOP R6000 1983 - on DR-70534 213 OE: 5-3843-1; 74R2566 
ROOFTOP R9727 EARLY DR-70531 213 OE: 5-3843-0; 74R2556 
ROOFTOP R9727 LATE DR-70534 213 OE: 5-3843-1; 74R2566 
ROOFTOP R9737 DR-70529 213 OE: 5-7272-0; 74R2546 
TRUCKS (some) R8720 DR-72340 221 OE: 5-5771-0 
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MODEL / CODE 


RENAULT 


12, FUEGO 


LANDROVER 
LANDROVER 
LANDROVER 
LANDROVER 
LANDROVER 


LANDROVER 
LANDROVER 


QUINTET 

RANGEROVER 
RANGEROVER 
RANGEROVER 


SD1 
4161 
3500 
3500SD 
82751 


DISCOVERY 
DISCOVERY 
DISCOVERY 
DISCOVERY 


FREELANDER 
FREELANDER 


WITH VIR 


WITH VIR 


V6 


SAAB 


TRACTOR 


SAMSUNG 


EXCAVATOR 


SCANIA 


TRUCK 
TRUCK 
TRUCK 


SSANGYONG 


SEE DAEWOO 


STEIGER 


TRACTOR 
TRACTOR 
TRACTOR 
TRACTOR 


SUBARU 


BRUMBY 
BRUMBY 
FORESTER 
FORESTER 
IMPREZA 
IMPREZA 


1996 


on 


1991 


04/94 
01/97 
on 
on 
on 


1991 


on 


on 


06/98 
2003 
1992 
06/98 
on 


07/02 
on 


11/96 
on 


PART No. 


DR-65185 
DR-70470 
DR-70546 
DR-70796 
DR-70390 


DR-65100 


DR-15505 
DR-70789 
DR-70324 
DR-70340 
DR-70781 


DR-70374 
DR-70394 


DR-70805 


DR-15505 
DR-70789 
DR-70781 


VA-65197 
DR-15504 
DR-65225 
VA-65197 
DR-70600 


DR-65050 
DR-70747 
DR-70330 
DR-70330 
DR-65170 
DR-70558 
DR-70378 


DR-65170 


DR-70772 


DR-65185 
DR-65050 
DR-70747 


DR-15227 
DR-71285 
DR-71730 
DR-64700 


DR-70546 
DR-70770 
DR-70297 
DR-70389 
DR-70324 
DR-70297 


PAGE TYPE 


203 
211 
214 
218 
209 


202 


200 
218 
207 
208 
217 


209 
210 


218 


200 
218 
217 


223 
200 
203 
223 
216 


202 
216 
208 
208 
203 
215 
209 


203 


217 


203 
202 
216 


200 
220 
220 
202 


214 
217 
205 
209 
207 
205 


OTHER / OEM REFERENCE 


OE: 7700272486 / B 


WITH 1/8" PLUG 


(EARLY) 
(SOME) 
NIPPON - DENSO 


PAD, WITH BRACKET, OE: JRJ100410 
PAD, OE: JRJ100780 


WITH KEIHIN COMPRESSOR 


VIR REPAIR KIT 


WITH ACCUMULATOR 
VIR REPAIR KIT 
90 DEGREE FITTINGS 


MALE-FEMALE FITTINGS 


MALE - FEMALE, SINGLE STUD MOUNT 


TUBE TYPE 
PAD 


REQUIRES DRA-80424 ADAPTOR 


M18 FITTINGS 


SUITS FEMALE SWITCH 
SUITS MALE SWITCH 
MALE-FEMALE, SINGLE STUD MOUNT 


HITACHI COMPRESSOR 
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MODEL / CODE 


YEAR 


SUBARU cont'd. 


LEONE 
LEONE 
LEONE 
LEONE 
LEONE 


L-SERIES 


LIBERTY 
LIBERTY 


ALTO 
BALENO 


SIERRA 
SIERRA 
SIERRA 


SWIFT 
SWIFT 
SWIFT 
SWIFT 


VITARA 
VITARA 
VITARA 
VITARA 
VITARA 


X90 


SOME 
WAGON 


SOME 


GRAND 


TOYOTA 


AVALON 


CAMRY 
CAMRY 
CAMRY 
CAMRY 
CAMRY 


CELICA 
CELICA 
CELICA 
CELICA 


COASTER 


COROLLA 
COROLLA 
COROLLA 
COROLLA 
COROLLA 
COROLLA 


CORONA 
CORONA 


CRESSIDA 
CRESSIDA 


CROWN 


DYNA 
DYNA 
DYNA 


ECHO 


HIACE 
HIACE 
HIACE 


HILUX 
HILUX 
HILUX 


HILUX 
HILUX 
HILUX 


SV11 

SV11 

SV20, SV21, SV22 
SDV10, VDV10, SXV, MCV 
ACV36R, MCV36R 


RA60, RA65, ST162 
ST182, ST184, ST185 
ST204, ST205 
ZZT231R 


BUS 


KE70, AE80, AE82 

KE70, AE80, AE82 
AE92, AE93, AE94, AE95 
AE94, AE101, AE102 
AE112 

ZZE122R 


RT130, RT142, ST141 
RT132 


MX62, MX73 
MX83 


4-RUNNER 
4-RUNNER 
4-RUNNER 


11/99 
12/01 


1981 
10/88 


1977 


1986 
1991 
12/93 


10/99 


1982 
1990 
1994 


1981 
1989 
03/94 


1981 
1989 
03/94 


1984 
1983 
1984 
1987 


06/94 
on 


04/99 
12/98 


03/94 


03/94 
09/00 


1989 
1989 
05/94 
05/00 


1994 
1994 
1994 
04/00 
on 


05/98 


on 


02/93 
08/02 
on 


1988 
03/94 
11/99 
on 


1994 


11/01 
on 


09/88 
01/93 


1985 


1991 
11/93 
on 


on 


1989 
1994 
on 


1988 
03/94 
on 


1988 
03/94 
06/96 


PART No. 


DR-70770 
DR-70804 
DR-70543 
DR-70572 
DR-70542 


DR-70546 


DR-70300 
DR-70340 


DR-70340 
DR-70340 


DR-70600 
DR-70757 
DR-70340 


DR-70600 
DR-70757 
DR-70300 
DR-70340 


DR-70600 
DR-70300 
DR-70757 
DR-70340 
DR-70308 


DR-70340 


DR-70340 


DR-70565 
DR-70757 
DR-70300 
DR-70340 
DR-80100 


DR-70565 
DR-70300 
DR-70340 
DR-80100 


DR-70566 


DR-70565 
DR-70757 
DR-70300 
DR-70340 
DR-70340 
DR-80100 


DR-70565 
DR-15227 


DR-70565 
DR-70300 


DR-70565 


DR-70600 
DR-70300 
DR-70340 


DR-80100 


DR-70565 
DR-70300 
DR-70341 


DR-70565 
DR-70300 
DR-70340 


DR-70565 
DR-70300 
DR-70340 


PAGE TYPE 

217 

218 

214 

216 

214 

214 

206 R12 
208  R134a 
208 

208 

216 R12 
200 R12 
208 

216 R12 
200 R12 
206 R12 
208  R134a 
216 

206 R12 
200 R12 
208 

206 

208 

208 

215 

200 

206 

208 

222 

215 

206 R12 
208  R134a 
222  R134a 
215 R12 
215 

200 

206 R12 
208 R134a 
208  R134a 
222  R134a 
215 

200 

215 R12 
206 R12 
215 R12 
216 R12 
206 R12 
208  R134a 
222  R134a 
215 

206 R12 
209  R134a 
215 R12 
206 R12 
208  R134a 
215 R12 
206 R12 
208  R134a 


OTHER / OEM REFERENCE 


METRIC FITTINGS 
METRIC FITTINGS 
METRIC FITTINGS 
METRIC FITTINGS 
METRIC FITTINGS 


PAD 
PAD 


No.5, MIOR, 90 DEGREE FITTINGS 
No.5, MIOR 
PAD 


No.5, MIOR, 90 DEGREE FITTINGS 
No.5, MIOR 

PAD 

PAD 


No.5, 90 DEGREE FITTINGS 
PAD 

No.5, MIOR 

PAD 

PAD 


PAD 


PAD 


ALUMINIUM 
STEEL 


REPLACEMENT DESICCANT BAG 


REPLACEMENT DESICCANT BAG 
ALUMINIUM 
STEEL 


REPLACEMENT DESICCANT BAG 


No.5 MIOR FITTINGS 
WITH FLARE FITTINGS 


90 DEGREE FITTINGS 


REPLACEMENT DESICCANT BAG 


PAD 
PAD 


PAD 
PAD 
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VEHICLE 


Drier Application List 


Application List by Vehicle Make / Model 


MODEL / CODE 


YEAR 


TOYOTA 


LANDCRUISER 
LANDCRUISER 
LANDCRUISER 
LANDCRUISER 
LANDCRUISER 


LEXCEN 
LEXCEN 


LITEACE 
LITEACE 


MR2 
MR2 
MR2 
MR2 


PASEO 
PASEO 
PASEO 


PRADO 
PRADO 


RAV-4 
RAV-4 


STARLET 
SPACIA 
SUPRA 
SUPRA 


TARAGO 
TARAGO 
TARAGO 
TARAGO 
TARAGO 


TERCEL 


TOWNACE 
TOWNACE 
TOWNACE 


40, 60,70 SERIES 

70, 80 SERIES 

70, 78, 79, 80 SERIES 

100 - SINGLE SYSTEM 
100- DUAL SYSTEM 


AW11 
SW20 
SW20 
ZZW30R 


KZJ95 RZJ95, VZJ95 


SXA10, SXA11 
ACA20, ACA21 


SR40, YR22 


INCLUDING EARLY TCR 
INCLUDING EARLY TCR 
TCR10, TCR20 

TCR10, TCR20 

ACR30 


YR39 
YR39 
KR42 


1979 
1990 
1993 
03/98 
03/98 


09/89 
08/93 


1979 
1988 


1987 
03/90 
03/94 
10/00 


1991 
08/93 
01/98 


07/96 
03/03 


07/94 
07/00 


04/96 
11/93 

1983 
10/88 


1983 
1983 
1994 
1994 
06/00 


1982 


04/92 
1994 
02/97 


VERSATILE 


TRACTOR 
TRACTOR 


SOME 
SOME 


VOLKSWAGEN 


BEETLE 
BORA 


CARAVELLE 
GOLF 

GOLF 3 
GOLF 4 


JETTA 


PASSAT 
PASSAT 
PASSAT 


POLO 4 
POLO 


EARLY 


EARLY 
EARLY 


LATE 


TRANSPORTER T4 
TRANSPORTER T4 


VOLVO 


01/00 
1999 


10/94 
1999 


08/95 
03/98 


10/96 
06/00 


1994 


240, 260, 360 
240, 740 
740, 760 

760 

850 

940, 960 

960 


V40 
V70 
V70 


D-KIKI COMPRESSOR 


SOME LATE MODELS 


1988 
1985 
TO 
1992 
1991 
10/94 


02/97 
02/97 


1990 
1993 
on 
on 
on 


08/93 
04/97 


1988 
1993 


02/90 
03/94 
12/99 
on 


08/93 
1997 
12/99 


02/03 
on 


09/00 
on 


10/00 
on 

09/88 
04/93 


1994 
1994 
08/00 
08/00 
on 


04/88 
1994 


01/97 
on 


on 
on 


on 
on 


02/97 
04/01 


07/02 
on 


on 


10/93 
1990 
1990 
1997 
on 

on 


on 
on 


PART No. 


DR-70565 
DR-70300 
DR-70340 
DR-80100 
DR-80202 


DR-71836 
DR-70756 


DR-70565 
DR-70300 


DR-70565 
DR-70300 
DR-70340 
DR-80100 


DR-70300 
DR-70340 
DR-80100 


DR-70340 
DR-80202 


DR-70340 
DR-80100 


DR-70340 
DR-70341 
DR-70565 
DR-70300 


DR-70565 
DR-70757 
DR-70340 
DR-70341 
DR-80100 


DR-70565 


DR-70300 
DR-70341 
DR-70341 


DR-55455 
DR-65100 


DR-70309 
DR-70309 


DR-70472 
DR-70562 
DR-70561 
DR-70309 


DR-70562 


DR-70563 
DR-65183 
DR-70807 


DR-70561 
DR-70309 


DR-70340 
DR-70472 


DR-15504 
DR-70819 
DR-70817 
DR-70818 
DR-70810 
DR-70819 
DR-70809 


DR-70322 
DR-70810 
DR-70297 


PAGE TYPE 
215 

206 

208 

222 

223 

221 

200 

215 R12 
206 R12 
215 R12 
206 R12 
208 R134a 
222  R134a 
206 R12 
208 R134a 
222  R134a 
208 R134a 
223  R134a 
208 R134a 
222  R134a 
208 R134a 
209  R134a 
215 R12 
206 R12 
215 R12 
200 R12 
208 R134a 
209  R134a 
222  R134a 
215 

206 R12 
209  R134a 
209  R134a 
201 

202 

206 

206 

212  R134a 
215 R12 
215  R134a 
206 R134a 
215 R12 
215 

203  R134a 
218 R134a 
215  R134a 
206 R134a 
208 R134a 
212  R134a 
200 

219 

219 

219 

219 

219 

219 

207 

219 

205 


OTHER / OEM REFERENCE 


REPLACEMENT DESICCANT BAG 
REPLACEMENT DESICCANT BAG 


PAD 
PAD 
REPLACEMENT DESICCANT BAG 


PAD 
PAD 
REPLACEMENT DESICCANT BAG 


PAD 
REPLACEMENT DESICCANT BAG 


PAD 
REPLACEMENT DESICCANT BAG 


PAD 
PAD 


PAD 


ALUMINIUM 

STEEL No.5 MIOR 

WITH SINGLE SYSTEM, PAD 
WITH DUAL SYSTEM 
REPLACEMENT DESICCANT BAG 


MALE FLARE FITTINGS 
FEMALE O-RING FITTINGS 


PAD FITTINGS 
PAD FITTINGS 


THREADED FITTINGS 


PAD FITTINGS 


ACCUMULATOR 


PAD FITTINGS 


N-DENSO, PAD DRIER 
THREADED FITTINGS 


DRIER 

ACCUMULATOR 

ACCUMULATOR; 180 deg. FITTINGS 
ACCUMULATOR; 90 deg. FITTINGS 
ACCUMULATOR; S/LOCK - MIOR 
ACCUMULATOR 

ACCUMULATOR, METRIC FITTINGS 
PAD 


ACCUMULATOR; S/LOCK - MIOR 
PAD 
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MODEL / CODE YEAR 


VOLVO 


TRACTOR 
TRACTOR 


TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 
TRUCK 


120B, 150B 


F10 
F12 DUMP TRUCK 

FH 1994 - on 
FH SERIES 

FL6 SERIES (SOME) 

FL7; FL10 

FL7 (SOME) 

N10 

SOME 

LATE 


WESTERN STAR 


SOME 
SOME 


WHITE 


SOME 


1. 


№ 


° 


ZETOR 


SOME 


PART No. 


DR-70802 
DR-70803 


DR-70798 
DR-70798 
DR-65185 
DR-70801 
DR-70767 
DR-70820 
DR-70767 
DR-70799 
DR-70803 
DR-70386 


DR-70531 
DR-71730 


DR-71285 


DR-55365 


PAGE TYPE 


R12 
R134a 


R134a 
R12 
R134a 


R134a 


OTHER / OEM REFERENCE 


OE:4955165 


OE: 8142079 


Finding the right receiver-drier - Quickly ! 


A helpful hint from the Highgate Wise Owl 


Check the application guide first. 


In most cases, you will be able to identify the receiver-drier you need from the vehicle make and model 
information set out in the application guide. 


Check the drawing. 


Ifyou cannot identify the receiver-drier from vehicle make / model and other details in the application guide, 


check the drawing. 


All drawings are part numbered are in numerical order. 


The page number for each receiver-drier is listed immediately after the part number in the application guide. 


If you are still in doubt, record the details of the vehicle and the receiver-drier and contact our sales staff. 


Remember, complete, accurate details of the vehicle and the original receiver-drier will help us to identify 
the one you need quickly and accurately. 
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FLARE DRIER 


* 6 O-RING (MIOR) DRIERS 


200mm x 60mm 


200mm x 60mm 


SWITCH SR SWITCH ШЇ M STD 
ek GLASS PLUG SWITCH 
OUTLET OUTLET = INLET == О 
No.6 MF Noe MF No.6 MIOR Шо} Мо.6 МОВ OUTLET TEE Le 
< No.6 мон [I Gy HT wi мон 
swich ` = SIGHT 
SIGHT 
PLUG GLASS ЕН КЕ GLASS 
DR-15227 DR-15504 DR-15505 


200mm x 60mm 


* 6 O-RING (MIOR) DRIER WITH HP-LP SWITCH 


Front (Left - Hand) HP - LP Switch 


OUTLET О m). NL! 
No.6 MIOR No.6 MIOR 


200mm x 60mm 


200mm x 60mm 


Rear (Right - Hand) HP - LP Switch 


OUTLET 
No.6 MIOR 


GAS TN pip SIGHT 
SWITCH 
DR-15516 DR-15517 


200mm x 60mm 


#5 O-RING (MIOR) DRIER WITH SWITCH PORTS 


SIGHT STD. SIGHT 
SWITCH GLASS SWITCH GLASS 
PLUG FUR I 
OUTLET INLET OUTLET (O INLET 
No.5 No.5 No.5 TI No.5 
MIOR MIOR MIOR MIOR 
STD. STD. 
SWITCH 
SUQ. PLUG 
DR-70756 DR-70757 


200mm x 64mm 
POPULAR NIPPON DENSO REPLACEMENT 


UNIVERSAL DRIERS: IN - LINE 


#6 FLARE (MF) DRIER 


OUTLET INLET 
No.6 MF No.6 MF 


DR-15580 


140mm x 63mm 


#6 FLARE (MF) DRIER 


DR-15780 


165mm x 75mm 


#8 FLARE (MF) DRIER 


DR-15700 


175mm x 75mm 
NOTE: No. 8 FLARE FITTINGS 


#6 O-RING (MIOR) DRIER 


OUTLET INLET 
No.6 MIOR No.6 MIOR 


I] 


DR-16500 


134mm x 90mm 
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OUTLET INLET 
No.6 MF No.6 MF 


DR-55265 
153mm x 64mm 


€ MARKIV ROOFTOP (SUPERFLEET) 


PREVIOUSLY HAD FUSE PLUG 


SIGHT 
GLASS 


OUTLET INLET 
No.6 MF No.6 MF 
HP-LP 
SWITCH 
DR-55388 


164mm x 76mm 


€ DEUTZ DX160 - 161 

€ FORD 7710, 8040,8410 TRACTORS 
WITH GASON CAB 

€ GASON TRACTOR CABS 

€ MASSEY FERG. REPLACES OE:3395-582M1 

€ NEW HOLLAND SOME 

€ ZETOR TRACTOR 


OUTLET 
No.8 MF 


INLET 
No.8 MF 


DR-55397 


168mm x 76mm 


€ MERCEDES W108 


INLET 
No.6 MF 


OUTLET 
No.6 MF 


SIGHT 
GLASS 


DR-55455 


177mm x 102mm 


ALLIS CHALMERS TRACTORS (SOME) 
KYSOR SOME (EARLY) OE #402000 
VERSATILE TRACTORS 

GENERAL USE 


SIGHT 
OUTLET GLASS 
No.6 MF 


DR-55300 


157mm x 100mm 


€ INTERNATIONAL TRUCK 
€ MASSEYFERGUSON SOME (EARLY) 


PREVIOUSLY HAD FUSE PLUG 


STD 1/4" MF 
DILL VALVE 


DR-55392 


168mm x 76mm 


€ BMW  5SERIES 1975 - 76 
€ BMW 6SERIES 1975 - 76 


DR-55415 


170mm x 73mm 


€ MERCEDES 
€ MERCEDES 


W114; W115 
TRACTOR 


RELIEF 
VALVE 


DR-55475 


175mm x 73mm 


€ MERCEDES W107 38051 - 450SL 


Special Application / OEM 


STD. 
SWITCH 
PORT 
OUTLET INLET 
No.6 MF No.6 MF 
STD. 
SWITCH SIGHT 
PORT GLASS 


DR-55365 


164mm x 76mm 


€ DEUTZ DX160 - 161 

€ FORD 7710, 8040,8410 TRACTORS 
WITH GASON CAB 

€ GASON TRACTOR CABS 

€ MASSEY FERG. Replaces OE:3395-582M1 

€ NEW HOLLAND SOME 

€ ZETOR TRACTOR 


(SEE ALSO DR-55388 WITH HP-LP SWITCH) 


OUTLET 


STD 1/4" MF 
DILL VALVE 


DR-55394 


168mm x 73mm 


ө BMW 320i 1981 - 83 


(discontinued - may not be available) 


FUSE 


TEMP. 
PLUG — SWITCH 
ACCESS 
STD. 
SWITCH 
PLUG 
SIGHT 
GLASS 
DR-55450 


170mm x 73mm 


€ MERCEDES W116 


OUTLET 
No.8 MF 


STD. 1/4" MF 
DILL VALVE 


DR-55485 


175mm x 75mm 


e BMW 5SERIES 1976 -82 
6 SERIES 1976-82 


202 


DRIERS & ACCUMULATORS Highgate Automotive Air Conditioning Catalogue 


Driers: Special Application / OEM 


OUTLET 
No.6 MF 


STANDARD 
SW. PLUG 


DR-55845 DR-55920 
GLASS 
А 190mm x 70mm 204mm x 100mm 
€ NISSAN 200B 
€ NISSAN PATROL МО -SOME WITH BRACKETS 
€ NISSAN SKYLINE EARLY, FLARE WITH BRACKETS € CATERPILLAR EARLY OEM#6P1309 
STD. OUTLET 
SWITCH SL AN Nos MOR 
ROS ME AMET. 
STD 
SWITCH 
PLUG 
DR-55990 DR-56550 EY DR-64700 
= | No.6 MIOR 
245mm x70mm 235mm x 76mm 199mm x 102mm 
€ FALCON XA-XB € FORD AGRICULTURAL (SOME) € CASE TRACTORS (OE: 143469C2 
€ NEW HOLLAND AGRICULTURAL (SOME) and 1990758C2) 
@ GENERAL USE € INTERNATIONAL (OE: 143469C2) 
€ NEW HOLLAND TG ser. OE: 8698 4155 
€ STEIGER TRACTORS (SOME) 


STANDARD 


Jf No.6 


FOR 


No.6 FOR 


DR-64985 DR-65005 
|| 168mm x 102mm 164mm x 74mm 
€ FORD AGRICULTURAL 5610, 6610, 6710, TW10, TW35 € JAGUAR XJ6 
€ NEW HOLLAND AGRICULTURAL SOME INC. 5610, 6610 1981-9/85 ОЕ: 8393 6849 WITH "BOTTLE" TYPE DRIER 


INLET OUTLE 
No.6 MIOR No.6 FOR 


NOTE: DRIER IS FEMALE O-RING 


AND TAKES MALE O-RING (MOR) 
FITTINGS (NOT MIOR). INLET CAN 
BE REDUCED TO No. 6 WITH 
HA-47276 ADAPTOR 


DR-65050 —: DR-65100 DR-65162 
200mm x 62mm 210mm x 76mm 145mm x 63mm 
@ ALFA 33 1983 - 1986 € INTER TRUCKS (SOME) € CHRYSLER NEON 07/96 - 03/01 
€ AUDI 100CD, 100LS, 4000, FOX Ф KYSOR ROOFTOPS (SOME) 
@ SAAB 900 WITH MALE - FEM. FTGS € ROLLS ROYCE (SOME) 
€ SCANIA SOME TRUCKS (OE: 793908) @ VERSATILE TRACTORS (SOME) 


ALTERNATIVE: DR-70796 [9) 
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Driers: Special Application / OEM 


SWITCH PLUG 


INLET 
No.6 MIOR 


SIGHT 
GLASS 
DR-65170 
OUTLET 
No.6 FOR 146mm x 76mm 
€ ALFA ROMEO 164 
€ FIAT CROMA 
€ SAAB 9000 1985 - 03/92 
@ SAME TRACTORS (requires 
DRA-80424 adaptor) 
STD. 1/4" MF 
SIGHT 
DILL VALVE ines 
OUTLET INLET 
No.6 FOR No.6 MIOR 
STD. 1/4" МЕ > 
DILL VALVE 
DR-65185 
200mm x 62mm 
€ ALFAROMEO SOME WITH ACCESS PORT 
€ CATERPILLAR SOME, LATE 
€ FIAT TRACTOR (SOME) 
€ MASSEY FERG. TRACTOR (OE: 0170473) 
€ PEUGEOT 205, 505 
€ RENAULT 12, FEUGO 
€ SCANIA TRUCK (SOME) 
€ VOLVO TRUCK, FH 
STD. 1/4" MF 
DILL VALVE 
OUTLET 
No.12 MIOR 


FEMALE INLET 
FITS No.12 MOR 


DR-65192 


225mm x 92mm 


€ DAEWOO CIELO 


STD. 1/4" MF 
DILL VALVE 


OUTLET 
No.12 MIOR 


INLET 
TAKES No.12 MIOR 
DR-65200 


224mm x 93mm 


€ AUDI 100,200 SOME 
SEE ALSO DR-65210 


1500 R12 TO 12/94 
1.5i 1500 R12 TO 12/94 


э а STD. 1/4" MF 


DILL VALVE FEMALE 


INLET 
No.8 FOR 


Nos mior ШС 


SIGHT STD. 
GLASS SWITCH 
PLUG 


€ PORSCHE 928 


об 


No.6 FOR No.6 FOR 


SIGHT. SWITCH 
GLASS 4 PORT 
SWITCH HP RELIEF 
PORT VALVE 
DR-65187 


200mm x 75mm 


€ MERCEDES W140 400SEL, 500SEL 
OE: 140-830-01-83 


N OUTLET 27mm 
METRIC MIOR 
ñ 


ШШ? 


INLET FITS 34: 
27mm METRIC ACCESS 
MOR VALVE 

DR-65193 


205mm x 90mm 


Ф DAEWOO СЕО R134a 01/95 ON 


ESPERO R134a 01/95 ON 


STD. 1/4" MF 
y DILL VALVE 


OUTLET 
No.12 MIOR 


INLET 
TAKES No.12 MIOR 


DR-65210 


224mm x 93mm 


€ AUDI 100,200 SOME 
SEE ALSO DR-65200 


OUTLET 
No.6 FOR @ 
INLET 
No.6 FOR 
DR-65183 


180mm x 74mm 


€ VOLKSWAGEN PASSAT 08/95 - 02/97 


INLET 
No.6 FOR 


FUSE 
PLUG 


OUTLET 
No.6 MIOR 


DR-65190 


189mm x 64mm 


@ HONDA CIVIC 1980-1983 
WITH HITACHI COMP. 


INLET 
FITS 27mm 


OUTLET 27mm 
METRIC MIOR 


DR-65197 
220mm x 90mm 


€ DAEWOO ESPERO WITH R134a ACCESS 
€ DAEWOO SOME WITH R134a ACCESS 


OUTLET 
No.12 MIOR 


STD. 1/4" MF 
DILL VALVE 


FEMALE 
INLET 


FITS 
No.12 MOR 


STD. 1/4" MF 
DILL VALVE 


DR-65225 


224mm x 93mm 


€ ROVER 3500 WITH ACCUMULATOR 


ALTERNATIVE: DR-71836 © 


204 


DRIERS & ACCUMULATORS Highgate Automotive Air Conditioning Catalogue 
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SS OUTLET 
No.12 MIOR 


STD. 1/4" MF B 
DILL VALVE 


DR-65244 


230mm x 89mm 


€ GM 


CALIBRA R12 10/91 - 1994 


FEMALE 
SPRINGLOCK 


R134a 
ACCESS 


DR-67500 


310mm x 90mm 


6 FORD FOCUS LR 09/02 ON 
WITH ACCUMULATOR 
REPLACES OE: XS4H19E647AH 


SWITCH Ө NDUTLET 
PORT 
O ° STUD 


© INLET 


DR-70266 


95mm x 65mm 


MATIZ 10/99 - 06/02 
REPLACES OE: 96512886 


ө DAEWOO 


SD 


STD. 1/4" MF 
DILL VALVE 


e / b 
R134a B 
STD. 1/4' MF ACCESS 
INLET DILL VALVE 


No.12 FOR 


No.12 MIOR 
ов" 
FOR DR-65350 DR-67227 


185mm x 90mm 200mm x 85mm 


PAD 
FITTING 
‘STUD 


@ CATERPILLAR SOME, LATE, INCL. 935G € FORD KA 2000 ON 
(U - PIPE NOT REQUIRED) WITH ACCUMULATOR 
HOLDEN AND STATESMAN WB REPLACES OE: 97KW19E647AR 
WITH HARRISON SYSTEM 
(SUPPLIED WITH U - PIPE) 


€ GM 


up OUTLET — SIGHT 


DR-70264 


DR-70250 


173mm x 70mm 88mm x 55mm 


€ HONDA ACCORD 
WITH SHORT PAD DRIER 


€ GM HOLDEN AND STATESMAN: HQ - HZ 


DR-70268 


99mm x 96mm 


€ BMW 3-SERIES E36 R134a 1997 ON OE: 64538375754 


Note: DR-70268 and DR-70275 look similar, but DR-70275 
does not have locating pins. 
They are not interchangeable. 


TOP VIEW 


а 


© 
° 


Lal 


DR-70275 


Ө 


РАР 
FITTING 
BOTTOM VIEW 


100mm x 120mm 


€ BMW E36 04/91 ON 


Note: DR-70268 and DR-70275 look similar, but DR-70275 
does not have locating pins. 
They are not interchangeable. 


DR-70276 


110mm x 62mm 


ASTRA TS 09/98 - 12/01 
ZAFIRA TT 06/01 ON 


@ HOLDEN 
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DR-70278 


145mm x 60mm 


€ MAZDA 121 R12 
€ MAZDA EUNOS 30X R12 


11/90 - 01/94 
1992 - 1994 


DR-70287 


150mm x 60mm 


€ DAEWOO LANOS 1997 - 03/03 


DR-70291 
150mm x 60mm 


€ DAEWOO MUSSO 07/96 - 12/02 

€ FORD  FESTIVA WB, WD, WF 4/94 -12/00 
(WITH IMPORTED AIR) 

€ MAZDA EUNOS 500 06/96 - 09/99 


OUTLET чол тт 

PORA X FEY. 
13.05mm 

INLET B 


note outlet 
dimensions 


SWITCH 
== PORT 


DR-70295 


150mm x 60mm 


€ NISSAN PULSAR N16 07/00 - 02/03 


ZEXEL SYSTEM 


DR-70282 


165mm x 60mm 


€ COOLTEMP SOME OEM SYSTEMS WITH 
PAD DRIER 

121 AUSTRALIAN AIR 

626 GF (R134a) 07/97 - 12/99 
B2500, B2600 UTILITY 2004 ON 
MX5 AUSTRALIAN AIR 3/98 ON 


€ MAZDA 


DR-70288 


150mm x 60mm 


€ DAEWOO LEGANZA 1997 ON 
€ DAEWOO NUBIRA 1997 - 11/99 


i | 
INLET 
DR-70293 


150mm x 60mm 


€ NISSAN NAVARA 022 12/01 ON 
€ NISSAN  PATHFINDER 08/97 ON 
€ NISSAN PATROL GU 12/97 ON 
€ NISSAN PULSAR N15 04/98 - 07/00 
(IMPORTED AIR) 
INLET// biis KOMA 
O 6 1 Jaren 
note outlet 
dimensions 
OUTLET 
SWITCH 
— PORT 
DR-70296 
142mm x 60mm 
€ NISSAN PULSAR N16 07/00 - 02/03 


CALSONIC SYSTEM 


DR-70284 


148mm x 60mm 


12/96 - 02/99 
1994 - 12/96 
03/96 - 08/99 


€ FORD LASER KJ-II, KI 
€ MAZDA ASTINA 
€ MAZDA 323, PROTEGE 


pL 
Өз 
SWITCH SWITCH 
PORT | PORT 
= INLET 


DR-70289 


150mm x 60mm 


@ HOLDEN RODEO 03/03 ON 
REPLACES OE: 61388959 


o 
j INLET @j)our=r 
o 
DR-70294 


150mm x 60mm 


ө DAEWOO NUBIRA 11/1999 ON 
TECUMA 11/2000 ON 
OE: 613166 

I DR-70297 


150mm x 60mm 


€ NISSAN 200SX 10/96 - 11/00 
€ NISSAN BLUEBIRD 04/95 - 12/97 
© NISSAN NAVARA D22 02/97 - 12/01 
@ NISSAN PATHFINDER 11/95 - 08/97 
€ NISSAN PULSAR N15 06/96 - 04/98 


(IMPORTED AIR) 


€ SUBARU FORESTER 08/97 ON 
@ SUBARU IMPREZA 11/96 - 2000 
€ VOLVO 560,570 


V70 (SOMELATE MODELS) (9 
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€ DAIHATSU APPLAUSE R12 10/89 - 02/94 ө TOYOTA 
f 1 NEAN E EE CAMRY ` SV20, SV21. SV22, 05/87 - 02/93 
Sun О Mm а S CELICA _ ST182,ST184, ST185 — 1989 - 03/94 
о COROLLA AE82, AE93, AE94, AE95 (R12) 
e FORD CAPRI SA-SC R12 1989 - 07/93 CRESSIDA- Mies Fo SOUS s Wie 
олт — € GM APOLLO ЈК, ЈЕ R12 08/89 - 03/93 DYNA R12 1991 - 11/93 
BARINA  MF-MHN-Denso 02/89 - 05/94 HI-ACE 1990 - 1994 
NOVA LE,LF R12 HILUXAND 4-RUNNER 1989 - 03/94 
LICRUISER 70 & 80 SERIES 1990 - 1993 
€ HONDA Я pns - Ke LITEACE R12 1988 - 1993 
є MR2 SW20 03/90 - 03/94 
€ MAZDA MX5 N-DENSO COMP 08/89 - 06/93 PASEO 1991.5 0895 
RX7 N-DENSO COMP 1992 - 1993 SUPRA 10/88 - 04/93 
en MAGNA: “TR TOWNACE YR39 04/92 - 1994 
DR-70300 VERADA KR (R12) 
e SUBARU LIBERTY 06/89 - 06/94 
160mm x 60mm e SUZUKI SWIFT 1990 - 05/94 
VITARA TO - 1994 
SWITCH | 
_ PORT — ORIGINAL STUDS 
PORTS 
INLET- 
OUTLET 
DR-70305 DR-70306 DR-70307 
150mm x 60mm 165mm x 55mm 138mm x 60mm 
€ FORD  FESTIVA WA TO -03/94 
LASER КН SOME R134a 
TELSTAR AX 1/92 - 5/93 € HOLDEN BARINA XC 02/01 ON € HYUNDAI LANTRA 1994 ON 
i RK. ECE vpn COMBO ХС 09/02 ON OE: 05-50367 
929 07/91 - 01/94 REPLACES OE: 09167515 @ KIA CARNIVAL 07/99 - 12/01 
MX5 1991 - 1994 CREDOS 04/98 ON 
MX6(AIRINT.) 11/91 - 09/94 MENTOR 1999 ON 


TOP 


BOTTOM 


DR-70308 


DR-70309 


160mm x 60mm 160mm x 60mm 


€ HONDA ACCORD 12/97 - 02/01 € AUDI A3 
€ HONDA CIVIC, CRV 10/95 - 12/00 e VW BEETLE 01/00 ON 
BORA 1999 ON 
e 
SUZUKI VITARA GRAND 04/98 ON GOLF 4 1999 ON 
POLO 06/00 ON 


STD. DILL 
A^ VALVES 


PAD 
FITTING 


PAD 
FITTING 


DR-70311 


225mm x 90mm 


€ HYUNDAI EXCEL 


S COUPE 


04/93 - 11/94 
1993 ON 


160mm x 64mm 


ө MG MGF 1.8i 


DR-70310 


DR-70313 


165mm x 60mm 


@ HONDA 
@ HONDA 


CIVIC 
INTEGRA 


ROADSTER 03/97 ON 


10/91- 10/93 
06/89 - 07/93 


© 
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PORT # ©) À € FORD LASER KJ 10/94 - 12/96 
мет le O &llouner LASER ` KN. KQ 03/99 - ON 
o TELSTAR AK 05/93 - 8/94 
SIGHT SWITCH 
GLASS PORT 
€ MAZDA ASTINA 1997 ON 
121 R134a 01/94 - 10/96 
323, PROTEGE R134a 07/94 - 3/96 
к s Y 323, PROTEGE 09/99 - ON 
DR-70314 DR-70316 626 R134a 09/94 - 6/97 
929 R134a 01/94 - 03/96 
160mm x 63mm 160mm x 60mm EUNOS 30X R134a 1994 - 1997 
MX6 R134a 09/94 - 1997 
€ BMW 3-SERIES E46 09/1998 ON NOTE: IF BRACKET REQUIRED, USE DR-70284 


5-SERIES E39 12/2000 ON 


6mm 
STUDS 
G © ө 
OUTLET Ў ) 9. E ©) mcer 
DR-70317 DR-70318 DR-70319 


160mm x 60mm 170mm x 70mm 171mm x 64mm 
€ HONDA CIVIC 10/93 - 09/95 € HONDA CIVIC 03/89 - 09/91 @ PEUGEOT 206 09/99 ON 
€ HONDA CRX 08/94 - 09/98 CONCERTO 03/89 - 01/93 OE: 9635717280 


INTEGRA 03/89 - 08/91 
€ HONDA INTEGRA 07/93 - 1999 


FITTINGS ЫНЫ = À 
ome O Š 
sieht = 
GLASS 
DR-70320 DR-70321 DR-70322 
190mm x 60mm 170mm x 70mm Tnnc omm 
€ MITSUBISHI 3000 GT 09/94 - 3/98 


EXPRESS SJ, WA 10/94 - ON 
GALANT HJ 04/93 - 10/96 
LANCER CC,CE R134a 
MAGNA ТЕ, TF R134a 
MIRAGE CE R134a 
STARWAGON 09/94 - ON 


€ FORD LASER KF,KH R12 03/90- 10/93 € HOLDEN VECTRA JR, JSI 06/97 - 08/99 


€ MAZDA ASTINA 08/89 - 1994 TRITON. ME (096 ON 
323 1990 - 11/93 МЕНА КЕШКЕ 
ii € NISSAN PULSAR N15 04/96 - 3/97 
(AIR INTERNATIONAL SYSTEM) 
€ VOLVO V40 02/97 - ON 
@ FORD CAPRI SE R134a 08/93 -07/94 


SWITCH SWITCH LASER KH R134a 11/93 -05/94 


PORT 7 — TELSTAR AV R12 01/90 -01/92 
‘ ° TELSTAR AY R134a 08/94 -11/96 
OUTLET INLET 
; € HOLDEN  BARINA SB AIRINT. 1994 -ON 
sight © COMBO SB 03/96 -09/02 
GARE SWITCH e ISEKI SX550, — some others, inc. TA545, TA550 
R134a, OE: 503712-2680 
e MAZDA 323 R134a 11/93 -07/94 
626 GD, 929 R12 1989 -09/91 
€ NISSAN 2008Х 10/94 -10/96 


BLUEBIRD 10/93 -04/95 
DR-70323 DR-70324 MAXIMA J30, АЗ2 01/93 -10/95 
МІСВА 05/95 -12/97 
174mm x 60mm 174mm x 60mm PATROL ` Y60 1995 -12/97 
PULSAR N14, NX, N15 11/91 -04/96 
SERENA 10/92 -11/95 
SILVIA IMPORT 
€ NISSAN MAXIMA J30 02/90 - 12/92 SKYLINE R33 1993 -12/98 


@ ROVER LIROVER DISCOVERY 1993 -04/94 
@ SUBARU IMPREZA 04/93 -11/96 © 
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SWITCH 


sigur SWITCH SWITCH 
GLASS © PORT SISS 
INLET о, 9 OUTLET Ge geen 
PAD — PAD 
FITTING FITTING 


OUTLET 


DR-70325 DR-70327 DR-70330 
190mm x 60mm 174mm x 60mm 175mm x 70mm 
€ MITSUBISHI 
EXPRESS SJ, WA 08/02 - ON 
FTO € CHRYSLER VOYAGER GS 02/97 - 04/01 € SAAB 900 03/94 - 06/98 
MAGNA TH, TJ 03/99 - ON 9-3 06/98 - 2003 
STARWAGON WA 08/02 - ON 
TRITON MK 08/02 - ON 
VERADA KH, KJ 03/99 - ON 


WITH 10mm SWITCH PORT 


HP RELIEF 


Doc STD. 
SWITCH 
p BE PLUG 
STD. 1/4" MF 
DILL VALVE 
DR-70334 DR-70335 DR-70336 
186mm x 60mm 186mm x 88mm 188mm x 89mm 
€ BMW 5SERIES E34 02/1989- ON 6 BMW 5SERIESE39 1998 ON € BMW 7-ѕегіеѕ E38 740, 750 
e BMW 7SERIES 02/1989 - ON OE: 8372985 8-series E31 840 


о ° 
OUTLET[O  °O)jiNLET 
© 
SWITCH 
PORT 
DR-70337 DR-70338 
186mm x 88mm 150mm x 60mm 
@ BMW 5 SERIESE39 1998 ON @ HYUNDAI EXCEL 11/94 - 06/00 
CAPTIVE O-RING, OE: 8375760 € KIA CARNIVAL 12/01 - ON 
€ DAIHATSU APPLAUSE 02/94 - 08/97 € ROVER  L/ROVER DISCOVERY 01/94 - 01/97 
CHARADE 02/93 - 06/00 € SUBARU LIBERTY R134a 06/94 - ON 
DELTA 1994 - 01/99 € SUZUKI ALTO 03/96 - 04/99 
FEROZA 01/94 - 01/99 BALENO 04/95 - 12/98 
MIRA TO - 04/95 SIERRA 03/94 - 09/00 
MOVE L601 02/97 - 01/99 SWIFT 05/94 - 05/00 
PYZAR 02/97 - 07/00 VITARA 10/94 - 04/00 
ROCKY 08/93 - 01/99 X90 04/96 - 05/98 
TERIOS 1997 - 10/99 € TOYOTA AVALON 07/00 - ON 
€ FORD COURIER 1994 - ON CAMRY MCV, SXV 02/93 - 08/02 
€ HOLDEN APOLLO JM, JP 03/93 - 05/97 CAMRY SDV10, VDV10 02/93 - 08/02 
JACKAROO U8 02/98 - ON CELICA ST204, ST205 03/94 - 11/99 
NOVA LF, LG R134a COROLLA AE24, AE101, AE102, AE112 
e В DYNA 12/93 - ON 
HONDA Ge ie Б HILUK AND 4-RUNNER | 03/94 - ON 
€ MAZDA B2500, B2600 1994 - ON L/CRUISER 70, 78, 79, 80 series 1993 - ON 
DR-70340 Wo TUS: зг PASEO um 08/93 - 1997 
€ MITSUBISHI. MAGNA TS R134a ` 
PRADO KZJ95, RZJ95, VZJ95 07/96 - 02/03 
PAJERO NJ, NK, NL 11/93 - 06/00 
RAV-4 SXA10, SXA11 07/94 - 09/00 
€ PROTON PERSONA 11/96 - 11/99 TARAGO TCR10, TCR20 1994 - 08/00 


WIRA 05/95 - 11/96 e vw TRANSPORTER T4 N-DENSO 1994 - ON © 
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DR-70341 


250mm x 60mm 


€ HINO SOME WITH R134a 

€ KOMATSU SOME WITH R134a 

€ KUBOTA SOME WITH R134a 
€ TOYOTA HIACE 1994 ON 
SPACIA SR40, YR22 11/93 ON 

TARAGO TCR10, TCR20  94-8/00 

(with dual system) 

TOWNACE KR42 

TOWNACE YR39 


Lj 


DR-70376 


02/97 ON 


195mm x 90mm 


€ BMW SSERIESE39 1997 ON 


PAD 
FITTING VALVE 


DR-70384 


205mm x 89mm 


€ HYUNDAI SONATA 2000 DOHC 94 - 8/98 


OUTLET (2° 
INLET Oo 


DR-70389 


270mm x 40mm 


€ SUBARU FORESTER 07/02 ON 


1994 - 01/97 


OUTLET ET 
PAD M18 MIOR ~ 


4 
MOUNTING 
BRACKET 


DR-70372 


182mm x 75mm 


© HOLDEN ASTRATR 09/96 - 09/98 


STUD HOLE 


OUTLET (PAD) — 


INLET (PAD) 


DR-70378 


200mm x 60mm 


€ SAAB 9-5 11/97 ON 


PAD FITTING 


PAD FITTING 


DR-70386 


226mm x 60mm 


€ VOLVO TRUCK, LATE MODELS 
WITH PAD 


AL) 


i 19 


( e 


lam] 


DR-70390 


227mm x 64mm 


€ RENAULT LAGUNA 05/95 ON 
NOTE: SWITCH MAY NOT BE INCLUDED 


€ ROVER 


DR-70374 


190mm x 60mm 


LANDROVER FREELANDER 
02/98 - ON 
OE: JRJ100410 


PAD 
FITTINGS 


Qa 


DR-70380 


204mm x 62mm 


€ HOLDEN BARINA SB 1996 - 02/01 


(EUROPEAN SYSTEM) 
CALIBRA 1994 - 07/98 


man, 
DR-70387 


226mm x 60mm 


€ HITACHI EXCAVATORS, SUITS MODELS 


EX120, EX150, EX200, EX300 


OUTLET 
@ 
INLET Q 
DR-70392 


230mm x 40mm 


€ MITSUBISHI LANCER CG SEDAN, 07/02 - 


© 
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SWITCH PORT 


O-RINGS 


SCREW - ON 
PAD FITTING 


o o 
DR-70395 | DR-70396 


DR-70394 
295mm x 40mm 230mm x 70mm 230mm x 40mm 
e. COOPER 03/02 - ON 9  CATERPILLAR 325 EXCAVATOR € NISSAN 3507 233 02/03 ОМ 
ө LANDROVER FREELANDER OE: 124-4055-X-00 PULSAR N16 Hatch 11/02 ON 
07/02 ON, OE: JR100780 PULSA KANG E M 
d $ X - TRAIL 09/01 ON 
OUTLET O-RINGS 5/8" FSL 
SCREW - ON C 
PAD FITTING Ф 
DR-70398 DR-70399 DR-70400 
251mm x 40mm 251mm x 40mm 220mm x 90mm 


© HYUNDAI ACCENT 06/2000 ON € CITROEN SOME LATE MODELS € FORD MONDEOHA,HB 1995 - 11/96 
SUITS AFTERMARKET CONDENSER ONLY 9 PEUGEOT SOME LATE MODELS 
with screw-on, 40mm dia. pad drier 


2 )) 
5/8" FEM. 
S/LOCK 
DR-70402 DR-70412 DR-70414 


228mm x 90mm 228mm x 90mm 200mm x 88mm 


€ FORD MONDEO HC, HD 12/96 - 02/00 € FORD EXPLORER 10/96 - 10/01 @ FORD FALCON BA 09/02 ON 
SUITS 6 cyl AND V8 


PRESSURE 
SWITCH 


DR-70415 DR-70416 


200mm x 85mm 200mm x 90mm 


@ FORD TAURUS DN, DP 03/96 - 12/98 @ FORD MONDEO HE V6 2000 ON 
(HOSE IS SUPPLIED) 
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[шшш (H L-J ai Е 


Bi í 
Stock d Sr FEMALE 
| а | SILOCK 
FEMALE N 
S/LOCK 
(E 
SWITCH 
DR-70417 DR-70420 
203mm x 60mm 250mm x 82mm 


€ FORD TRANSIT 01/96-11/00 OE: 95VW-19E647-AC € FORD FALCON AU 09/98-09/02 
NOTE: SWITCH MAY NOT BE INCLUDED FAIRLANE AU 


No.6 FSL — 
l “na ua 
d MIOR 
MOISTURE 
INDICATOR 
Fs. | DR-70425 DR-70440 
/ 360mm x 78mm 215mm x 87mm 


€ FORD AGRICULTURAL, € HYUNDAI SONATA V6. 1990 - 91 
LATE R12, EARLY R134a 
SPRINGLOCK FITTINGS 


` 


No.10 MIOR 


2E SE: STD |. 
No.10 MIOR que Si. 
MALE 
SPRINGLOCK 
d N 
No.10 MSL 
DR-70449 DR-70451 


200mm x 85mm 205mm x 88mm 


€ JEEP GRAND CHEROKEE ZG 1996 ON @ HYUNDAI SONATA 4CYL 03/89 - 1993 


OUTLET 
No.6 FOR 


INLET 
No.6 MIOR 


DR-70460 DR-70468 DR-70470 
215mm x 87mm 230mm x 90mm 160mm x 60mm 
@ HYUNDAI EXCEL 01/90 - 4/93 @ HYUNDAI SONATA V6 1992 - 1993 @ RENAULT 19 1993 - 1996 
S COUPE 07/90 - 1993 OE: 7700272486/B 
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No.6 
FOR 


STD. SWITCH 
PLUG 
INLET 


M16 MIOR 


HIGH PRESSURE 
RELIEF VALVE 


OUTLET FITS 
No.6 MOR 


DR-70472 DR-70475 DR-70480 
115mm x 76mm 129mm x 65mm 165mm x 74mm 
€ VOLKSWAGEN CARAVELLE € MAZDA 626 1996 - 09/1997 ө JAGUAR XJ40 
€ VOLKSWAGEN TRANSPORTER T4 MX6 1995 - ON 


INLET 
22mm 
SPECIAL 


|@-ь 


OUTLET FUSE 

N98 MIOR ER Gene No.6 MIOR 

DR-70487 DR-70500 DR-70511 

78mm x 60mm 124mm x 102mm 125mm x 80mm 
€ CITROEN BERLINGO 08/99 ON e FORD AGRICULTURAL (SOME) @ CITREON XANTIA (SOME) 
INCL. TW20, TW25 
e PEUGEOT 306 07/97 - 08/99 REPLACES OE: D6NN19N644B 
e NEW HOLLAND SOME 


inc. 6700, TW10, TW20, TW30 
OE; 8390 9236 


DILL VALVE 
(SPECIAL) 


INLET 
[U] No.6 
MIOR 


INLET 


Nos won AME CTI) woe won 


DR-70513 DR-70514 DR-70515 
125mm x 80mm 140mm x 80mm 141mm x 74mm 
ө CITREON XANTIA (SOME) Ф MERCEDES BUS 1997 - ON @ CHRYSLER JEEP CHEROKEE 1994-1997 


OE: 55036112 


magae FUSE SOT с 
= ызы A Aen 
ан? MIS MIOR 
R134a STD. 
ACCESS DILL VALVE 
DR-70516 =" DR-70517 DR-70520 
145mm x 62mm 171mm x 70mm 140mm x 70mm 
e HYUNDAI SONATA 08/98 - 04/00 € NISSAN 2807Х e PEUGEOT 406 M16 FITTINGS 


GRANDEUR 08/98 - 04/00 
OE: 97801-38000 [9) 
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OUTLET 
No.6 MIOR 


STD. 
SWITCH 
PLUG 


DR-70526 


170mm x 76mm 


€ MERCEDES  W107 


W126 SOME V8 MODELS 


STD. SWITCH 
PLUG 


DR-70530 


148mm x 76mm 


€ GENERAL PURPOSE 


OUTLET 
Un No.6 MIOR 


DR-70533 


160mm x 102mm 


€ CASE TRACTORS - LATE 1986 ON 
€ INTERNATIONAL WITH OE: 118304 CI 


STD. 
SWITCH 
PLUG 
INLET Ш om er 
20mm MIOR 16mm MIOR 
STD. 
SWITCH SIGHT 

PLUG 


205mm x 63mm 


€ NISSAN 200ZK 
GAZELLE (DSL-KIKI) 
NAVARA (CALSONIC) 1992 - 94 
TERRANO 1989 ON 


1984 - ON 


— <= 
GLASS — oungr 
No.6 MIOR 
DR-70528 
168mm x 76mm 
€ MERCEDES W124 


STD. SWITCH 
PLUG 


MD ) Mion 


DR-70531 


160mm x 76mm 


€ CAB AIRE SOME O-RING ОЕ: 320011 


CATERPILLAR WITH OE: 9D6888 
KYSOR ROOFTOP (SOME) 
Replaces OE-402496, 402505 
€ REDDOT R6000, R6060, R6260, R9727 
TO 1983 OE: 5-4727-0, 74R2586 
€ WESTERN STAR (SOME) 


HP 
RELIEF 
VALVE 
OUTLET INLET 
No.6 MIOR No.6 MIOR 
STD. 1/4" MF SIGHT 
DILL VALVE GLASS 


164mm x 76mm 


@ REDDOT R6060 CONDENSER 1983 ON 
R6000 ROOFTOP 1983 ON 
R9727 ROOFTOP (LATE) 


REPLACES ОЕ: 5-4727-1/74R2596 
5-3843-1 / 74R2566 


OUTLET 
No.6 MIOR 


INLET 
No.6 MIOR 


DR-70539 


170mm x 75mm 


@ MERCEDES W123 


OUTLET f 
No. 6 MIOR 


MOISTURE 


INDICATOR Su 


1/4" MF. 
DILL VALVE 


DR-70529 


186mm x 76mm 


€ REDDOT R9737 ROOFTOP UNIT 


Replaces 5-7272-0 / 74R2546 


OUTLET INLET 
No.6 MIOR No.6 MIOR 
SIGHT 
GLASS STD. 1/4" MF 
DILL VALVE 
DR-70532 


159mm x 76mm 


€ FORD AGRICULTURAL SOME 


@ NEW HOLLAND AGRICULTURAL SOME 
including TR85, TRIS, 250WR, 2450WR, 
1116WR ОЕ: 9827053 


HIGH 
PRESSURE 
La RELIEF 
VALVE 


DR-70535 


175mm x 75mm 


€ MERCEDES W202 


OUTLET 
No.6 MIOR 


STD. SWITCH PLUG Z 


" INLET 
No.6 MIOR 


DR-70540 


163mm x 75mm 


€ MERCEDES W126 
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SIGHT CL 
NOE MIOR GLASS SWITCH бнт INLET 
SWITCH Ge 16mm Mon VI 
PLUG % OUTLET 
INLET 16mm MIOR 
16mm MIOR 
NAE 7 16mm MIOR 
PLUG 
DR-70541 DR-70542 DR-70543 
165mm x 76mm 184mm x 70mm 185mm x 70mm 
e BMW 7 - SERIES 1978 -87 € SUBARU LEONE @ SUBARU LEONE 1983 - 1984 
(WITH BOSCH COMPRESSOR) SOME WITH METRIC FITTINGS SOME WITH METRIC FITTINGS 
REPLACES OE:50A204660 
SWITCH GIOHT. 
STD. 1/4" MF 
Emm Noe MIOR PIUENAUNE ABORT SIGHT SWITCH ama 
= = wä GE Mie MOR 
[ЛШ no's won 
| | Dm SE 
SWITCH PEN 
PLUG SWITCH SIGHT 
PLUG GLASS 
DR-70544 DR-70545 DR-70546 
170mm x 75mm 170mm x 75mm 180mm x 64mm 
6 FORD TELSTAR AS, AT D-KIKI COMP 
ө MAZDA 626 GC, GD, 929 1985-90 
WITH DSL-KIKI COMP. 
€ MERCEDES MB100, MB140 11/99 ON 
€ BMW  5-SERIES 1982 - 1987 € MERCEDES W201 (190E) @ NISSAN 3007X 
6-SERIES 1982 - 1987 e RENAULT 21 
€ SUBARU BRUMBY, L-SERIES WAGON 
SWITCH 
PLUG GE SMALL imi] OUTLET 
STD. ХОА U outer 16mm MIOR 
SWITCH N ^ PLUG У ANGET M16 MIOR S 
белет (О) eum e IOR mes Kc 
STD. 1/4" MF = 
DILL VALVE INLET 
STD. 20mm MIOR 
PLUG 
DR-70547 DR-70548 DR-70549 
185mm x 75mm 175mm x 60mm 205mm x 62mm 
€ BMW 3-SERIES E21, E30 € MAZDA EUNOS 800M 08/96 -ON € NISSAN SKYLINE MR30 1982 - 1986 
WITH 3 MOUNTING BRACKETS OE: L5011T001 (IMPORT, METRIC) 


NOTE: SUITABLE FOR REPLACEMENT OF DRIERS 
WITH TWO MOUNTING BRACKETS. 


PRESSURE RELIEF 
VALVE 


SWITCH SIGHT 
PLUGS GLASS 


INDICATOR GLASS 


OUTLET 
STD No.6 MIOR 


INLET 


SWITCH No.6 MIOR No.6 MIOR 
DR-70550 DR-70551 DR-70552 
170mm x 75mm 175mm x 76mm 175mm x 74mm 
€ MERCEDES W107 560SL @ PEUGEOT 306 OE: 6455P8 € MERCEDES W210 OE: 210.830.03.83 


© 
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OUTLET SIGHT 
m | GLASS 


DR-70553 DR-70554 DR-70558 
180mm x 100mm 180mm x 60mm 190mm x 80mm 
€ KYSOR ROOFTOP: SOME EARLY MODELS € HONDA ACCORD 2000, 2600, 2800 € SAAB 9000 04/92 - 06/98 
REPLACES OE: 402527,402708 ODYSSEY 06/95 ON 


MODELS WITH CAPTIVE O-RING, M16 FITTINGS 


OUTLET 
No.6 FOR 


STD. SWITCH 
PLUG 


iA 
ND ) 

STD. DILL [||] 

VALVE— Ө? 


DR-70561 DR-70562 DR-70563 
180mm x 75mm 180mm x 75mm 180mm x 75mm 
@ VOLKSWAGEN GOLF 3 10/94 - ON € VOLKSWAGEN GOLF EARLY R12 € VOLKSWAGEN PASSAT EARLY 
POLO 4 10/96 - 07/02 JETTA EARLY R12 
SWITCH e BMW 3-Series EARLY 
бт O € FORD LASER ` KAKB,KC,KE 
No. 6 Cl INLET TELSTAR AR, AS 
MIOR GLASS Noe МеВ TELSTAR AV 
SWITCH € MAZDA 121 R12 03/87 - 11/90 
PLUG 323 R12 1980 - 1989 
INLET 626 GC R12 07/83 - 10/87 
No: SMIOR 929 R12 1982 - 1984 
RX7 R12 1979 - 1991 
DR-70564 DR-70565 € MITSUBISHI MAGNA ТМ, TN, TP R12 
= € TOYOTA CAMRY SV11 
184mm x 100mm 192mm x 67mm COROLLA KE70, AE80, AE82 
TARAGO inc. early TCR 1983 - 1994 
@ FORD AGRICULTURAL (some) NIPPON-DENSO ALUMINIUM DRIER NOTE: 
incl. 6610, 7310, 7710, 8210 WITH #5 MIOR FITTINGS PLEASE REFER TO THE DETAILED APPLICATION 
@ NEWHOLLAND AGRICULTURAL some, GUIDE AT THE BEGINNING OF THIS SECTION 
inc. 5510, 5610, 6610, 7710 FOR MORE SPECIFIC DETAILS 


(10/85 on) OE: 8396 0929 


SWITER SIGHT B 


> > GLASS ин 
e ka OUTLET ə INLET ==) 


No.5 MIOR E No.6 MIOR Ñ . 
OUTLET 
No.6 MIOR 


INLET 
No.5 MIOR 


> SWITCH 
PLUG 


П 


OUTLET 
No.6 FOR 


DR-70566 DR-70568 DR-70570 
280mm x 67mm 194mm x 63mm 200mm x 63mm 
@ HINO SOME WITH R12 € HONDA CIVIC KEIHIN COMP. 1984 - 1987 € HONDA PRELUDE 1979 - 1982 (MOST) 


€ TOYOTA COASTER BUS R12 TO 1994 


© 
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OUTLET 
16mm MIOR 


DR-70572 


186mm x 70mm 


@ SUBARU LEONE 1985 - 1987 


WITH METRIC FITTINGS 


DR-70620 


FEMALE 
INLET 
TAKES — 


No.6 MOR 210mm x 102mm 


€ JOHN DEERE SOME TRACTORS 
REPLACES OE: AR74486, RE49169 


OUTLET 
No.6 FOR 


DR-70747 


200mm x 60mm 
€ SAAB 900 
€ SCANIA TRUCK 


MODELS WITH MALE - FEMALE FITTINGS, 
SINGLE STUD MOUNT 


ӨТЕ: SIGHT € DAIHATSU 
SWITCH GLASS 
PLUG 
OUTLET INLET 
No.5 No.5 
MIOR MIOR e FORD 
STD. 
SWITCH 
PLUG 
€ HONDA 
€ MAZDA 
DR-70757 
€ MITSUBISHI 
200mm x 64mm € SUZUKI 


OUTLET 
No.5 MIOR e 


SWITCH 
PLUG 


INLET 
HOD) No.5 МОА 


DR-70600 


192mm x 67mm 


e BMW 3 - SERIES WITH N-DENSO 6P 
ө GM BARINA ML 1988 - 01/89 
€ HONDA LEGEND TO - 1990 
VITESSE 1986 - 1987 
ө ROVER 827 51 1989 - ON 
€ SUZUKI SIERRA TO - 03/94 
SWIFT (some) 1986 - 1989 
VITARA TO - 1994 
e@ TOYOTA DYNA 1986 - 1991 


DR-70742 


195mm x 61mm 


€ GM COMMODORE VT, VU, VX, WH 
09/97-10/02 
€ HYUNDAI LANTRA 05/91 - 1994 


NOTE: FITTINGS ARE NOT STANDARD 


SWITCH GLASS 
PLUG 
OUTLET INLET 
MOR Мой € FORD 
STD. 
SMITEN © HOLDEN 
@ HYUNDAI 
€ MAZDA 
€ MITSUBISHI 
DR-70756 
€ TOYOTA 
CHARADE TO - 1987 e 
DELTA R12 1984 - 1994 
HANDIVAN  LV60 1989 - 1990 
ROCKY 1984 - 07/93 
LASER KA,KB,KC,KE 
TELSTAR АВ, AS 
TELSTAR АТ (D-KIKI) 1987 - 1990 
PRELUDE 1993 - ON 
121 03/87 - 11/90 
323 1980 - 08/89 
626 GC 07/83 - 10/87 
929 N-DENSO 1982 - 1984 
MX6 EARLY 
MAGNA TM, TN, TP 
SIERRA TO - 03/94 
SWIFT 1986 - 1989 
VITARA N-DENSO ТО - 1994 


Driers: Special Application / OEM 


OUTLET 
No.6 MIOR e 


INLET 


PLUG Х| No.6 MIOR 


DR-70601 


192mm x 67mm 


@ PORSCHE SOME 
WITH 90 deg. No.6 FITTINGS 


SIGHT 


STD. 
SWITCH GLASS 
PLUG 
INLET [gr OUTLET 
No.5 MIOR No.5 (special) 
MIOR 
STD. 
SWITCH 
PLUG 


192mm x 61mm 


€ GM COMMODORE VY, WK 10/02 - ON 
replaces OE: 92145769 


NOTE: FITTINGS ARE NOT STANDARD 


COURIER WITH #5 МОК 1994 - ON 
FESTIVA WB (AIR INT) 02/95 - 12/96 
COMMODORE VR, VS 07/03 - 08/97 
JACKAROO 1215 1992 - 1998 
RODEO AIR INT. 04/94 - ON 
LANTRA SOME EARLY 
B - SERIES WITH SANDEN 1994 - ON 
LANCER CC (SOME) 
NIMBUS UG 12/98 - ON 
TRITON MJ #5 MIOR 
TERRANO R20 03/97 - ON 
LEXCEN 08/93 - 1997 
TOYOTA 
CAMRY SV11 
CELICA RA60/65,ST162 1981- 1988 
COROLLA KE70,AE80,AE82 
CORONA  RT130/142, ST141 
CRESSIDA MX62, MX73 1981 - 09/88 
CROWN 1977 - 1985 
HIACE 1982- 1989 
HILUX AND 4-RUNNER 1981 - 1988 
L/CRUISER 40,60,70 SERIES 1979 - 1990 
LITEACE 1979 - 1988 
MR2 AW11 1987 - 02/90 
SUPRA 1983 - 09/88 
TARAGO INC. EARLY TCR 1983 - 1994 
TERCEL 1982 - 04/88 
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Driers: Special Application / OEM 


a OUTLET 
No.6 MIOR 


ә STD. 1/4" МЕ 
GLASS, DILL VALVE 


DR-70763 


192mm x 62mm 


CAMIRA JB, JD, JE 


OUTLET 
16mm MIOR 


DR-70770 


198mm x 63mm 


€ SUBARU BRUMBY 
SOME WITH HITACHI COMP 
LEONE 1982 - 1984 
SOME WITH METRIC FTGS 
m ow MOISTURE 


INLET 
No. 6 MIOR No. 6 MIOR 


HP RELIEF 
VALVE 


DR-70774 


204mm x 100mm 


€ CATERPILLAR OE: 5V5698 
ө FORD HARVESTER 
€ NEW HOLLAND (SOME) 


OUTLET 
No.6 MIOR 


DR-70781 


210mm x 64mm 


€ LANDROVER DISCOVERY 01/97 - ON 
€ RANGEROVER 05/95 - ON 


No.6 MIOR 


R134a 
SERVICE PORT 


DR-70767 


195mm x 75mm 


e VOLVO 
e VOLVO FL7 


FL6 SERIES (SOME) 
(SOME) 


No.6 FOR SIGHT 
GLASS 


HIGH 
PRESSURE 


DR-70771 


200mm x 74mm 


€ MERCEDES 140 WITHOUT BRACKET 


R134a 


DR-70778 


205mm x 85mm 


€ FORD TRUCK AEROMAX, L-SERIES 
LOUISVILLE (some, late) 


STD. 1/4" MF SIGHT 


MOISTURE 
DILL VALVE GLASS ), INDICATOR 
9 
INLET [m OUTLET 
No.6 MIOR 3 No.6 FOR 
SD STD. 1/4" MF 
PLUG DILL VALVE 


210mm x 76mm 


@ FREIGHTLINER FLC112 (R12) 
11mm SERVICE PORTS 
BLUE LABEL 


€ NEW HOLLAND TD SERIES 
(may require DRA-80424) 


INLET 
ech No.8 MIOR 
Hi STD. DILL 
SIGHT — VALVE 
GLASS 


DR-70769 


200mm x 71mm 


€ MERCEDES TRUCK (SOME) 


SIGHT 
GLASS 


OUTLET 


INLET 
M18 MIOR M18 MIOR 


STD. 
SWITCH 
PLUG 


DR-70772 


200mm x 60mm 


€ SAMSUNG EXCAVATOR M18 FITTINGS 


DR-70780 


210mm x 64mm 


€ KIA SPORTAGE 12/96 ON 


OE: DWK-03A-61500 


mi SIGHT 


10 MOISTURE 
DILL VALVE GLASS ), INDICATOR 
Mo; 

INLET = OUTLET 
no.6 Mion MH OTE} мо For 


10 mm 
DILL VALVE 


DR-70787 


225mm x 76mm 


@ FREIGHTLINER MOST, inc.FL80 FL110 
(R134a) 
10mm SERVICE PORTS 
OE: 088335-01, 
GREEN LABEL © 
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SIGHT 
GLASS 


outteT ME O PN inter 


No.6 MIOR No.6 MIOR 


STD. 1/4" MF 
DILL VALVE 


DR-70789 


220mm x 64mm 


€ ROVER LANDROVER DISCOVERY 


RANGEROVER 
(EARLY MODELS) 


INLET 
OUTLET No.6 MIOR 


No.6 MIOR | 


STD p 


_ STD 
SWITCH 1/4" FLARE 
PLUGS DILL VALVE 


SIGHT GLASS 


DR-70798 


222mm x 70mm 


@ DEUTZ DX120, DX450 
@ VOLVO F10 TRUCK 
F12 DUMP TRUCK 
STD 
1/4" FLARE SWITCH PLUG 
DILL VALVE 
IM 
Rer жс Ш ЕТ 
No.6 MIOR 
DR-70802 
220mm x 72mm 
€ VOLVO TRACTOR R12 


REPLACES OE: 4955165 


FUSE PLUG 


DR-70805 


195mm x 64mm 


@ HONDA ACCORD 

(WITH KEIHIN COMPRESSOR) 
€ ROVER QUINTET 

(WITH KEIHIN COMPRESSOR) 


No.6 MIOR 


STD 1/4"MF 
DILL VALVE 


DR-70793 


213mm x 63mm 


@ CITROEN XM 
@ PEUGEOT 605 


1991 ON 


SWITCH PLUG 


DR-70799 


222mm x 70mm 


€ VOLVO N10 TRUCKS 


INLET 
No.6 MIOR 


OUTLET 
No.6 FOR 


DR-70803 


220mm x 76mm 


€ VOLVO TRACTOR  120B,150B R134a 


TRUCK SOME R134a 
INLET FITS OUT 
mm 
E SS 
DR-70807 


224mm x 93mm 


€ AUDI 80, A4, Аб 2.0, 2.6, 2.8L 


R134a 
€ VOLKSWAGEN PASSAT 03/98 - 04/01 


IF SYSTEM HAS IMPERIAL FITTINGS, 
USE DR-70817 


Driers: Special Application / OEM 


NON STD. 
PLUG 


INLET 
OUTLET ne ion 


SIGHT 
GLASS 


DR-70796 


213mm x 70mm 
€ RENAULT SOME WITH 1/8" PLUG 


ALTERNATIVE: DR-65050 


DR-70801 


220mm x 76mm 


e VOLVO FH SERIES 
OE: 8142079 
MALE 
SWITCH 
PLUG SIGHT 
GLASS 
M16 
MIOR 
MALE 
SWITCH 
MIOR PLUGS 


DR-70804 


193mm x 64mm 


€ SUBARU LEONE 1982 - 1983 
WITH METRIC FITTINGS 


OUTLET 


INLET 
FITS 28mm 
METRIC MOR 


DR-70808 


224mm x 93mm 


@ AUDI 100, QUATTRO 2.8 litre 4-DOOR 
1994 ON 
OE: 4A0820191AB 
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Driers: Special Application / OEM 


== FEMALE INLET 


B FITS M27 MOR 


OUTLET 


M27 
METRIC MIOR 


STD. 1/4" MF 
DILL VALVE 


DR-70809 


215mm x 90mm 


€ МОМО 240,LATE METRIC FITTINGS 
960 10/94 - ON 


MOISTURE 


INDICATOR OUTLET 


No.6 MIOR 


INLET 
No.6 MIOR 


1/4 FLARE 
DILL VALVE 


DR-70814 


240mm x 51mm 


€ PEUGEOT 405 OE: 6453Q5 


STD. 1/4" 
MALE FLARE 
DILL VALVES 
INLET 
FITS 
No.12 MOR 


OUTLET 
No.12 MIOR 


DR-70818 


200mm x 90mm 


€ VOLVO 760 SERIES (LATE) ТО 1990 


OUTLET 
No.8 MIOR 


DR-70825 


INLET 


No.8 MIOR 243mm x 63mm 


@ REDDOT R9720 CONDENSER 
R9725 CONDENSER 


REPLACES OE: 5-7064-0 / 74R0460 


JOR cag ° Z e 
моло б wën р 
FEM.S/LOCK NOS MIOR 
DR-70810 DR-70813 


€ VOLVO 240,740 D-KIKI 1988 - 10/93 


e 


224mm x 93mm 195mm x 64mm 


€ VOLVO 850 1992 - 1997 € HONDA ACCORD 1979 - 1982 


V70 02/97 - ON 


OUTLET STD. 1/4" 
No.6 MIOR MALE FLARE 
DILL VALVE 
1/4 FLARE INLET NEET 
DILL VALVE No.6 MIOR NLET 
ae Sm SIGHT. No.12 MOR 
GLASS 
STD. 1/4" 
MALE FLARE de 
DILL VALVE 


243mm x 51mm 230mm x 90mm 


€ CITROEN BX € AUDI 80, 100 R12 1984-1993 


€ VOLVO 740,760 R12 1985 - 1990 


IF SYSTEM HAS METRIC FITTINGS, 
USE DR-70807 


STD 1/4" MF 
` AUR DILL VALVE 
@ DILL 
VALVE 
лы 
DILL : 
~ —3À VALVE MIOR PLUG 
INLET FITS 
3/4" MOR 
DR-70819 DR-70820 


230mm x 90mm 240mm x 70mm 


€ VOLVO FL7, FL10 TRUCKS 
940, 960 1991 ON 


SIGHT STD. SWITCH 
GLASS PLUG 


OUTLET [If Lo | HI INLET 


GUTIET ше: No.6 МОА f= №о.6 MIOR 
No.6 MIOR No.6 MIOR SIGHT 
GLASS SWITCH PLUG 
MOISTURE 
INDICATOR 
DR-70829 DR-70838 


240mm x 77mm 252mm x 70mm 


INTER S-LINE & T-LINE TRUCKS € FORD FALCON XC 


KENWORTH TRUCKS OE: K251-521 and 
K251-563 (GREEN LABEL) 


MACK SOME © 
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Driers: Special Application / OEM 


SIGHT 
GLASS: 


INLET 
No.6 MIOR 


OUTLET 
No.6 MIOR 


STD. SWITCH 
PLUG 


DR-70850 


252mm x 70mm 


ө FORD FAIRLANE ZJ (YORK) TO 4/81 


FALCON XD (YORK) TO 4/81 


OUTI 


S 


€ FORD FALCON 


AGRICULTURAL, TRUCKS, (some) 


LOUISVILLE, SOME 
€ MITSUBISHI EXPRESS, STARWAGON 


DUAL SYSTEM, 1991 - 09/94 


SIGHT 
GLASS 


OUTLET 


INLET 
ПШ] No.6 MIOR 


No.6 MIOR 


SWITCH 


3/16" MF- PLUG 


DILL VALVE 


DR-71001 


255mm x 70mm 


e FORD FAIRLANE 


FALCON 


NA, NAII, NCI 
EA, EB, EBII 


INLET OUTLET 


No. 6 MIOR 


MOISTURE 
INDICATOR 


DR-71221 


257mm x 75mm 


€ KENWORTH TRUCKS LATE, WITH R134a 


REPLACES OE: K251-571 
BLUE LABEL 


OUTLET 
No.6 MIOR 


NI 


STD. 
PLUG 


INLET 
No.6 MIOR 


SIGHT 
GLASS 


ALLIS CHALMERS 
CASE 

CHRYSLER 
FORD 

FORD 
INTERNATIONAL 
KENWORTH 
KYSOR 

MASSEY FERG. 
NEW HOLLAND 


DR-71285 
STEIGER 


WHITE 


260mm x 70mm 


LET 
No.6 MIOR Ve 
WITCH 


SIGHT 
GLASS 


INLET 
No.6 MIOR 


PORT 


DR-70975 


252mm x 70mm 


XD-XE 14/81 - 9/83 
YORK COMPRESSOR 


OUTLET 


DR-71020 


200mm x 64mm 


€ FORD FAIRLANE NC-ll, NF 8/93 - 7/96 


FALCON 
FALCON 


OUTLET 


No. 6 FOR 


ED, EF 8/93 - 7/96 
XH UTILITY 


SIGHT 
GLASS 


CO} oT) no Fe 


R134a 
COUPLING 


DR-71225 


259mm x 76mm 


INLET 
I No.6 MIOR 


OUTLET 
No.6 MIOR 


SWITCH 3/16" MF 
PLUG CHARGING 
DR-70986 
— 252mm x 70mm 
€ FORD FAIRLANE ZK  10/1983-ON 
FALCON XE 10/1983 - ON 


SANDEN COMPRESSOR 


€ FORD FAIRLANE NL 
FALCON EL 


OUTLET 
No.6 MIOR 


DR-71032 


200mm x 60mm 


08/96 - 08/98 
08/96 - 08/98 


280C 


DR-71240 


180mm x 70mm 


1981 - 1984 


ALLIS CHALMERS SOME WITH O-RING 


@ INTERNATIONAL SOME TRUCKS 1994 -97 @ NISSAN 
(inc. S-LINE) 
OE: 20021C1, 4564614E 
€ IVECO POWERSTAR 
SWITCH ЕШ 
PLUG 

OUTLET Tm INLET 

No.6 MIOR No.6 MIOR 
SOME WITH O-RING e 
TRACTORS OE: A76312 € CASE 
VALIANT VG, VM @ FORD 
AGRICULTURAL (some) 
LOUISVILLE TRUCK € GLEANER 
SOME, ОЕ: A76312 € INTERNATIONAL 
TRUCKS SOME Ф IVECO 
ROOFTOPS SOME € KENWORTH 
TRACTORS SOME @ NEW HOLLAND 
TRACTORS SOME € STEIGER 
35 series, F series, TL series, @ WESTERN STAR 
94 series. OE: 5165615 DR-71730 
TRACTOR SOME 

SOME 260mm x 70mm 


SOME WITH O-RING 
AGRICULTURAL SOME 
INCLUDING TR85, TR95 


HARVESTER SOME 
S-LINE LATE 
TRUCK LATE 
TRUCK SOME 
SOME 
TRACTORS SOME 
TRUCKS SOME 
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Driers: 


OUTLET 
No.6 MIOR 


DR-71804 


246mm x 64mm 


€ FORD FAIRLANE ZL 
FALCON XF 
FALCON XG UTILITY 


INLET 


OUTLET 
No.6 FOR 


DR-71844 


233mm x 78mm 


€ FORD AGRICULTURAL 8560, Т5100 
LATE, R134a 


@ NEW HOLLAND 6000series OE 82007131 


INLET 
No.6 MIOR 


OUTLET 
No.6 MIOR 


DR-71960 


195mm x 63mm 


@ HONDA ACCORD 1982 - 1983 
PRELUDE 1983 - 1986 
SIGHT 
GLASS 
INLET © OUTLET 
No.6 MIOR No.6 MIOR 
STD 1/4" MF 
DILL VALVE 
DR-72386 


270mm x 76mm 


€ INTERNATIONAL TRACTORS 3700, 4700 
€ MASSEY FERG. TRACTORS SOME 


Special Application / OEM 


STD. 1/4" 
UMS. Б) wi 
ü DILL VALVE 


INLET 


FITS 

No.12 

STD. 1/4" MOR 
MALE FLARE 
DILL VALVE 


DR-71836 


228mm x 90mm 


€ HOLDEN COMMODORE VG, VN, VP, VQ 
08/88 - 07/93 


€ TOYOTA LEXCEN 1989 - 08/93 
INLET 
FITS 
No.12 STD. 1/4" 
MOR MALE FLARE 
DILL VALVE 

om DR-71850 
No.12 
MIOR 


263mm x 90mm 


€ HOLDEN COMMODORE “В, VC R12 


SIGHT SWITCH 
GLASS PLUG 
OUTLET INLET 
16mm Mon) [IT 20mm MIOR 
SWITCH 
PLUG 
DR-72220 


275mm x 60mm 


@ FORD MAVERICK (0-КІКІ) 


€ NISSAN PATROL GQ (0-КІКІ) 1988 - 94 


SIGHT 
GLASS 


OUTLET 
No.8 MIOR 


DR-75224 


293mm x 50mm 


€ MERCEDES TRUCK (SOME) 1984 - 88 


WITH DELCO COMPRESSOR 


HE 
(IS Ш we 
Pom 
OU Zens INLET 
NOG MIOR О = No.6 MIOR 
SWITCH MOISTURE 
<= <= PORT INDICATOR 
DR-71841 
| ——À | 
230mm x 76mm 


€ МАСК ULTRALINER 


INLET OUTLET 
No. 6 FOR No. 6 MIOR 
SIGHT 
GLASSES 
MOISTURE 
INDICATOR 
DR-71873 


230mm x 110mm 


ө HITACHI 


@ JOHNDEERE SOME OE:AT162848 


STD. 1/4" MF 
DILL VALVE ager 
OUTLET INLET 
No.6 МОВ No.6 MIOR 
SWITCH 
PORT 


275mm x 70mm 


@ KENWORTH TRUCKS (SOME, LATE) 
e RED DOT R8720 OE: 5-5571-0 
INLET 
No.6 MIOR 
OUTLET TEMP. 
No.6 MIOR SWITCH 
SIGHT ACCESS 
GLASS 
SWITCH 
PLUG 
SIGHT GLASS 
T REAR 
DR-75300 


295mm x 51mm 


@ PORSCHE 911, 912, 924 
MOST MODELS WITH O-RING FITTINGS 


IF FLARE FITTINGS, USE 2 pcs HA-45666 © 
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OUTLET 


ra M16 MIOR 


No.6 MIOR 


SWITCH 
PLUG 


o) 


SIGHT 
GLASS 


DR-75466 DR-75528 


INLET 
No.6 MIOR МОМЫН 


430mm x 44mm 


472mm x 42mm 


€ CATERPILLAR SOME REPLACES ОЕ: IP6541 € DAIMLER 1993 - 1997 16mm METRIC FITTINGS 
@ JAGUAR ХЈ6, XJ12, XJS WITH TUBE TYPE O-RING @ JAGUAR SOVEREIGN 1993 - 1997 16mm METRIC FITTINGS 
€ JAGUAR XJS 1993 - 1997 16mm METRIC FITTINGS 


FOR FLARE APPLICATIONS USE 2 pcs HA-45666 ADAPTOR 


HPRV 


QUICK QUICK 
CONNECT CONNECT 
FITTING FITTING 
PRESSURE í 
SWITCH | 
MOISTURE 
INDICATOR 
FITTING 
MIOR 
DR-76542 DR-77847 
85mm x 62mm 198mm x 103mm 
€ MERCEDES W168 A160, A190 10/98 ON € CATERPILLAR 
SOME LATE MODELS WITH RED DOT AND QUICK-CONNECT 
FITTINGS 


REPLACES OE: 106-5533 


DR-78142 DR-80063 


DESICCANT REPLACEMENT BAG 
LENGTH: 225mm 


350mm x 64mm 


@ CATERPILLAR, SOME LATE MODELS WITH € HOLDEN ASTRA TS 12/01 - ON 
RED DOT AND QUICK-CONNECT 
FITTINGS. 
REPLACES OE: 3E3535 


=== € DAIHATSU APPLAUSE 09/97 - 05/00 
GAL) CUORE 17005 07/00 - ON 
HANDIVAN L701 03/99 - 04/02 
SIRION 07/98 - ON 
TERIOS 10/99 - ON 
€ HYUNDAI ACCENT 06/00 - ON 
€ MITSUBISHI PAJERO ММ, NP 05/00 - ON 
€ TOYOTA CAMRY — ACV/MCV36R 09/02 - ON 
CELICA ZZT231R 11/99 - ON 
COROLLA ZZE122R 12/01 - ON 
ECHO 10/99 - ON 
L/CRUISER 100 03/98 - ON 
DR-80100 (SINGLE SYSTEM) 
MR2 ZZW30R 10/00 - ON 
DESICCANT REPLACEMENT KIT D XE "CN O 
LENGTH: 230 mm TARAGO АСЕЗО 06/00 - ON 


CAP DIA. 26 mm 
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= | 


END CAP 


DR-80202 DR-80215 


DESICCANT REPLACEMENT KIT 
LENGTH: 275 mm 
CAP DIA. 24 mm 


DESICCANT REPLACEMENT BAG 
LENGTH: 275mm 


€ TOYOTA LANDCRUISER 100 03/98- ON. WITH DUAL SYSTEM 
€ TOYOTA PRADO 03/03 - ON 


Driers: Spare Parts and Accessories 


DRA-80424 DRA-80635 DRA-80641 
ADAPTOR ADAPTOR ADAPTOR 
FEMALE SWITCH PORT TO ADAPTS MERCEDES SWITCH PORT ALLOWS USE OF ORIGINAL 
STD. DILL VALVE TO A STANDARD PRESSURE SWITCH MERCEDES THERMAL SWITCH 
CONVERTS 3/8" UNF FEM. INTO A STANDARD SWITCH PORT 


TO 3/8" UNF MALE 


DRA-80740 DRP-91452 
EXTENSION TUBE, J-PIPE 
STANDARD MALE PRESSURE SWITCH FOR ACCUMULATOR DR-65350 


VA-65197 


VIR REPAIR KIT 


€ ROVER 350050 WITH VIR 
SD1 WITH VIR 


